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Corrugated heating surfaces Back-and-forth fire travel 


Due to scientific design, the fuel in this 
modern-day boiler is thoroughly burned. 
Waste down into the ash pit is practically 
ended, This feature, together with corru- 


gated heating surfaces and long back-and- 
forth fire travel, assures your customers 
of more heat from less fuel—assures you 
of more profit from your boiler business. 


Weil-McLain Company 


Menufacturing Division Jobbing Division 
Michigan City, indiana Chicago, Lilinois 


lee ea -McLain 


BOILERS 


“SEE THE WEIL-McLAIN BOILER JOBBER IN YOUR TERRITORY” 
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Rest 1s the sweet sauce of labor. —Plutarch 





Decoration Day is a holiday, one that 
is usually spent in the sweet business of 
resting. 


But you know what chance you have 
of resting if you are worried about how 
things are going. 


You don’t have to worry with all of 

the profit that lies directly in your path 
eT with YV@GEL Frost Proof Hydrants and 
Closets. 


Send for complete YVQGER. literature 
today and then get out and see how easy 
it is to cash in on VQGEL fixtures. 


lf 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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What Makes 
Enameled Ware Beautiful? 


MAXY features contribute to the substantial beauty of 
Rundle Enameled Ware. There is beauty in its “true” 


white color; beauty in its graceful, simple designs; beauty in its 
accurate proportions. All these features unite to produce com- 


pelling attractiveness, adding distinction to this readily saleable 
line. 


Each piece of [Rundle Ware embodies highest quality through- 
out. Every detail of manufacture tends toward the production 
of fixtures that endure—to give years of practical service. The 


correct fit of every Rundle piece guarantees a quick, workman- 
like installation. 

















For over a quarter of a century the Rundle line has built good 
will—so has the Rundle sales policy. Write for catalog and. 
name of jobber nearest you. 


RUNDLE MANUFACTURING CO. 
MILWAUKEE, WISCONSIN 


RUNDLE 


PLUMBERS’ SANITARY ENAMELED WARE 
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One of a num- 
ber of Impor- 
tant Spencer 
Heater Fea- 
tures that save 
money, labor, 
time and serv- 


icing for the 
Heating Con- 
tractor. 





Number 8 


SMOKE PIPE OUTLET OR 


the smoke pipe outlet or collar 


vertical pipe to chimney flue. 


would otherwise be necessary. - 


to your customers. 


steam ..vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 


G Spencer 
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Rear view of 50 Series 
Spencer Heater, show- 
ing how smoke pipe 
may be turned to fit 
flue connection. 


COLLAR 


On the larger tubular Spencer Heaters, 


is so 


designed that it may be rolled over 90° 
in either direction, making it possible 
to connect directly by horizontal or 


This saves the cost of an elbow which 


In addition to saving you money, these 
features help you sell Spencer Heaters 








New York City Boston Philadelphia Baltimore Buffalo Rochester Hartford 
Division of Lycoming Manufacturing Company 


SPENCER HEATER COMPANY General ofices:s © WILLIAMSPORT, P A. 


Albany Syracuse Scranton 


a 








STEAM CAPACITIES: Cast Iron Sectional from 600 feet to 3,200 feet. Steel Tubular from 2,000 feet to 16,000 feet 
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Montgomery Ward & Co.’s 
great building is equipped 
throughout with Chicago 
Faucets 


2 
ue 





EE Be ee eS 
, 4 int 2 








The splendid factory 
» Of E.J.Brach & Sons, 
| candy makers, is 

equipped with Chi- 
cago Faucets 























Piling up 
the evidence 


Montgomery Ward & Co. 








Ilg Electric Ventilating Co. has had Chicago Faucets for seven years 





A. Williams, Engineer: “This whole 
building is equipped with Chicago Faucets 
and I like them. We have had them here 
about 6 years and find the maintenance cost 
very low. Changes are quickly and easily 
made; when the seat wears out, we put in 
another, Nothing could be easier,” 


E. J. Brach & Sons (One of the finest and 


largest candy factories in the world) — 

C. J. Mural, Consulting Engineer: “I like 
Chicago Faucets. They are constructed 
properly—their maintenance is reduced to 


a minimum—and they are very easy to re- 
pair. We have had Chicago Faucets in the 
building about 4 years. I have them in my 
home, too, and if I ever have to specify fau- 
cets for a new building or home, it would 


be Chicago Faucets.” 


Ilg Electric Ventilating Co.— 

W. A. Hallstien: “We have had Chicago 
Faucets here for seven years. They are so 
easy to repair, the maintenance item is 


hardly noticeable.” 


Whenever you sell Chicago Faucets, you furnish 
satisfaction beyond compare. Plumbers who use 
Chicago Faucets on all their jobs (as many do) are 
winning reputation as well as profits. You can’t 
lose when you sell the best. Write for new catalog. 


THE CHICAGO FAUCET CO. 
2700-22 N. Crawford Ave., Chicago 


CHICAGO FAUCETS 
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2 Minutes 
for DRYING coat of DUCO 


N the installation shown above, two Thermodine Unit Heaters 
have reduced drying time to 8 minutes for 4 coats of Duco. Only 


2 minutes per coat— more than doubling the capacity of the 
painting rooms of a large auto body builder. 


The auto bodies, mounted on a conveyor line, traveling at the rate 
of 12 ft. per minute from spraying chamber through tunnel, are 
thoroughly dried by the time they reach the end of the 20 ft. tun- 
nel. Complete drying time is 2 minutes per coat. 

Each Thermodine Unit delivers 2000 cubic feet of heated air per 
minute into the tunnel. This passes over the bodies and is exhausted 
by the fan at the spray chamber. This simple, economical installa- 
tion practically revolutionizes paint drying. 


Suspends from ¥ Steam Line 


The Thermodine Unit Heater consists of the radiator shown and a 
motor driven fan. The fan circulates air through the radiator. It is 
simple, dependable, economical, easily installed in 30 minutes after 
piping has been completed. Weighs only 125 pounds. The condenser 
is of patented construction. Is built to outlast cast iron radiation. 





Thermodine Unit Heater is 


, new devel : 
eof ee phn to Whatever your drying problems may be, let Thermo- 
2s egemengy meoiy ma Too dine Engineers study them and offer recommenda- 
to working levels where needed. tions. No obligation. Write today for complete facts. 


One Thermodine Unit takes 
the place of 4900 Ibs. of cast 


iron radiation. Is built to out- MODINE MANUFACTURING CO., Racine, Wisconsin 


last cast iron. Is cheaper to in- . ar ° eas 
stall. Write for canaginte facts. (Heating Division) Branch offices in all large cities 


' THERMODINE 


AS UNIT HEATER 


) FOR STEAM OR HOT WATER HEATING SYSTEMS 


ee 
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| For Users of Quality Brass Goods 





No. 30 — All China Handle Double Acting Lever 

All China Handle with heavy brass castings. Fits all 
tanks with complete harmony. Material and workman- 
ship strictly guaranteed. @ 





No. 19—Double Acting Lever 
Heavy pattern brass lever. Made ad- 
justable to fit any desired thicknessof tank. 
Exposed part of fitting well polished and 
nickel-plated. Handle is assembled with 




















manship guaranteed. 


| bi : special brass stud. Material and work- 





No. 25 — Double Acting Lever 
Special construction to insure ease of operation and 
permanent installation. Fits all tanks. Heavy brass 
castings machined to precision. All exposed parts plated 
and highly polished. Material and workmanship guar- 
anteed. 





No. 26 — Single Acting Lever 


Maximum Leverage supported by heavy brass castings’ 
Exposed parts plated and highly polished. Easily installed 
in any tank and permanently guaranteed. 























Making a name for one’s self is easy if all conditions are equal. 


But it’s discouraging to the plumber who tries hard to do good 
work only to have to take the blame for the failure of something 


entirely beyond his control. 


Brass goods sometimes cause the plumber no end of customer 


complaint— 


That is why Indiana Brass Goods are being insisted upon more 
and more by plumbers everywhere—they know there will never 
be a ““come-back”’ on Indiana products and that their reputation 


is safe where Indiana goods are used. 


CHT 


Indiana Brass Company 


No. 201—2% Inch 
Flush Valve 


Valve has extra wide 
flange. Heavy pattern 
cast brass and one-inch 
overflow. Note dis- 
tance between valve 
seat and to provide for 
irregularity of valve 

all. Litt wires furn- 
nished with valve. 


Strictly guaranteed. 





ee Frankfort, Indiana 


No. 50— Elevated 
Ball Cock 


Heavy Cast Brass. 
Compound lever action. 
Supply pipe made from 
laneh iron pipe size 
seamless brass tubing. 
Husher tube is 4-inc 
No. 20 tubing. 14-inch 
refill tube cut to length 
desired. Material and 
workmanship guaran- 
teed. 


No. 10 — Sanitas Spud 
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You can sell this 
Service at a 


profit— 


The household water softener is today taking 
the country by storm. Are you adding to your 
profits by selling and installing this much- 


needed home appliance? 


It has long been the dream of 
every housewife to have pure, 
crystal clear soft water at the 
mere turn of a faucet. Women 
know that for all household 
uses, soft water excels—they 
know that it will not harm deli- 
cate fabrics, that it is best for 
the hair and for the skin, that 
wherever washing is to be done, 


soft water does it better and 
quicker. 


-~ 


The shaded areas in this map show 
the sections of the United States where 
the water is hardes:. Softeners are a 
necessity in these sections 











The demand for this new ap- 
pliance which gives an unlimited 
supply of clear soft water is 
growing by leaps and bounds. 
The field has hardly been 
touched. Every householder and 
housewife knows the conveni- 
ences of soft water. If you are 
not prepared to meet your local 
demand you are passing 
up an opportunity that 
grows bigger every day. 


Naturally you want to 
sell the water softener that 
year in and year out brings 


4642-44 Ravenswood Ave. 


eal 





The housewife is quick to see the bene- 
fits of soft water. The Rainbow Auto- 
matic, shown here, operates on a new 
principle and requires no attention. 


its owner the greatest satis- 
faction. Rainbow House- 
hold Water Softeners are 
engineered to render care- 
free, economical service, 


they are not merely as- 
sembled to sell. 


In the Rainbow, either 
manual or automatic type, 
you will find that there is 
no place where hard or soft 
water, brine or salt can 


WA TRIFRE RES 
WATER SOFTENER 
Manufactured by ZEOLITE ENGINEERING CO. 





The picture above shows a section of a furnace coil 
connected with unsoftened city water. The lime de- 
posits have nearly choked the pipe. 

Below is a coil which has been connected with a 
Rainbow Softener. No lime is deposited. 

















This is a manually operated model 
All models have tanks heavily galvanized 
inside and out. No corrodable metal 
comes in contact with the brine or water. 


come in contact with cor- 
rodable metal. Of course 
this means long life and 
customer satisfaction. As 
an extra precaution, even 
the outside of the tanks are 
galvanized. This careful 
and thorough-going con- 
struction costs more, of 
course, but it is one of the 
reasons why every Rain- 
bow Softener gives long 
years of satisfactory service. 


Write for information about 
Rainbow Household Water 
Softeners. Find out why Rain- 
bows are so everlastingly de- 
pendable. Send a post card or 
letter now. It will be your first 
step toward more profits for 
your business! 


Chicago, III. 
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HE value of Sylphon damper control will be quickly 
appreciated by your customer, whether applied to 
new or old installations on house heating hot water 


boilers. 


Behind the reputation of Sylphon Damper Regu- 
lators for lasting, automatic exactness in controlling 
heating boiler dampers and reducing fuel consumption, 
is the well-known Sylphon Bellows. 


The Sylphon Bellows—the diaphragm of every 
Sylphon Damper Regulator, is drawn and formed seam- 
less from a flat sheet of specially prepared metal, with 
folds or corrugations formed to provide the greatest 
strength and flexibility. Breakdown, so common in the 
ordinary type of diaphragm, is eliminated. Years of 
constant use have shown no appreciable loss in flexi- 
bility or developed any weakness in the Sylphon Bellows. 


Detailed information on the application of Sylphon Damper 
Regulators is contained in Bulletin KDR-5. Sent on request. 





This can be done handreds of thousands ’ 
of times 
AD HO APPRECIABLE 
1088 OF FLEmOIUTY 
WH, OFVELOP ot Tad and durable expan- 
onsaee tuowe. sion unit known to 
— science. Note the 
large extent of ex 
pansion and con 
traction. 





The well-known 
Sylphon Bellows, 
used as a dia- 
phragm in all Syl- 
phon Damper Reg- 
ulators, is the most 
sensitive, flexible 














dhe dulton Sylphon Company 


Originators and Paettoos of the Sylphon Bellows 
Knoxville, Tennessee, U.S.A. 
Sales Offices in; NEW YORK, CHICAGO, DETROIT, BOSTON, PHILADELPHIA 
and in all principal cities in U. S. 


European representatives: Crosby Valve & Engineering Co., Ltd., 41-42 Foley Street, 
London, W. I., England 


Canadian representatives: Darling Bros., Ltd., 120 Prince Street, Montreal, Canada 














Cut-open view of 
No. 45-A Sylphon 
Hot Water Dam- 
per Regulator. 
Controls from 
120° to 220° F. 
Length of bulb 2"; 
threaded 2” pipe 
size. Installed in 
a Y or screwed 
into boiler. 


_ Hot Water 
Damper Regulators 


Make a “‘finished”’ job of each hot 


water heating system you install. 


Assure permanent heating satis- 
faction without servicing costs. 





No. 46 Sylphon Hot Water Damper 
Regulator. Controls from 130° to 
200° F. Length of bulb 1"; threaded 
1” pipe size. May be screwed into 
boiler, laundry heater, or garage 
heater. 
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Why does 
the “Pro” : say 
“DON’T PRESS 


old man”? 


Every golfer knows the answer, Press- 
ing in golf—keying up the will, tensing © 
the body, trying to kill the ball—wastes 
strokes. The good Golfer plays easily. 
Straining defeats itself. 











The same thing is true for a boiler, 
in reducing heating costs 


A comparison that will 
help you sell 


FAIRLY RATED BOILERS 


UST as the extra energy used in “‘pressing”’ 
J in golf is wasted, so the extra coal burned in 
forcing a boiler is wasted, for only so much 
heat—and no more—can be absorbed by the 


Fire Surface of a boiler. 


That’s no news to architects and heating con- 
tractors. But it is news to the boiler buying 
public. It’s news presented so they can easily 
understand it. And once boiler pros- 
pects do understand that Plenty of Fire 
Surface Fairly Rated is the one answer 
to true heating economy the day 
of the over-rated boiler will have 


TH H-B-SMITH 


BOILERS &~- ee RS 


we 1860 


Used in fine homes and huldine gs 
The H. B. Sm seat prongs for steam, hot water and vapor heat- 
Inj in. radiators, and hot water supply boilers, for every type and 

uze of priva og othce building, factory and public building 






passed. Because no person who clearly under- 
stands the facts would ever waste money on 
an over-rated boiler. 


We are telling thousands of boiler prospects 
this story in our national magazine and news- 
paper advertising in a definite attempt to help 
you sell Fairly Rated Boilers. A further help in 
this direction which every architect and heating 
contractor should have is our 32 page booklet, 


“Guaranteed Heating Satisfaction at Minimum 
Cost—The Truth about Boiler Ratings.’’ The 
coupon below will bring you a copy by return 
mail with our compliments. 


The H. B. Smith Company, 
Home Office and Works: Dept. 
A-34, Westfield, Mass. Sales 
Offices and Warehouses at: 
Westfield, Boston, New York, 
Philadelphia, Cleveland. 


THE H. B. SMITH CO., Dept. A-34, Westfield, Mass. 
Gentlemen: QO Send me a copy of your new booklet on 
Boiler Ratings. () Also send me copy of your booklet, 
“Does it Pay to Install an Oil Burner?” 


Name... 
Street. . 
oO ae 


DOORS 5 SN nig urna 
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A Letter from Harry G. Nye 





Nye thin blade cutter wheel, made to 
fit all standard makes of pipe cutters, and 
guaranteed against breakage in use, 
Made both in smooth and knurled edge. 





Nye No. 2 
GEARED THREADING DEVICE 
Improved 

Capacity 234 in. to 4 in., inclusive. 

Net price complete.............. $50.00 
West of Rocky Mountains........ 55.00 

FREE TRIAL—ABSOLUTELY 
GUARANTEED 





Nye Solid Dies 


The Nye patented feature of removing 
every alternate tooth in the back of the 
die to reduce friction is used in Nye Solid 
Dies. These dies are hardened and tem- 
pered in oil and made of finest tool steel. 





Nye Chasers 


Fit Nos, 1, 1-A and 2 Receding Die 
Stocks, 

No, 1, ai in to 1% in....$ .75 per set net 
| aileigeaeeioa geal 1.25 per set net 
No, 2 tia to4in..... 3.60 per set net 


fe 


Nye Closet Spud Wrench 


ee $0.50 
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May 28, 1927 
To THE PLUMBERS AND  STEAMFTTTERS 
OF THE U. S. A. 


Fellow Citizens: 


I ran into Bill Lang, convention manager 
of the National Association of Master 
Plumbers, the other day, and he told me 
he was going to ask all the exhibitors 
at the Minneapolis show June 20 to 24 to 
wear their tuxedos every evening, so that the non—plumbers 

who come to the show will get over the idea that plumbers ° 
are a bunch of rough—necks. 





It's a good scheme in lots of ways. It may give the show 
a slight odor of mothballs, and some bystander may try to 
order a ham sandwich from Boots Little of Crane Company, 
and probably get it, but, in the main, it will cure a lot 
of people of the idea that we plumbers are a bunch of 
provincials, which it seems we always are in the so-called 
funny papers. 


I have known a lot of plumbers in my life, and a lot more 
lawyers than I cared to, and the only difference I could 7 
see between them was that the lawyer wore fancier clothes 4 
but the plumber's clothes were paid for. A lot of fellows 


who wear overalls haven't near as much to cover up aS a 
lot of other fellows who don't. 


When people call in a plumber or a doctor or a lawyer, 
difference, is this: the doctor and the lawyer give you 
their idea, and then collect for it, whether it is right 
or wrong. The plumber not only gives you his idea, but 
he makes the idea work. 


If a plumber told the public that the trouble was in the 

bathroom when it was really under the kitchen sink, the 

public would never pay him a cent. But if the doctor 

tells you you have epizootic and you die of mange, he 

collects just the same, and charges your estate so much 

that your heirs sometimes almost wish that you hadn't died. 

And it's the same with the lawyer's opinion. No two law-— : 
yers ever think alike, and no judge ever thinks the same +a 
as either, or the same as any other judge. But I'll say - 
this for a lawyer: he will fight your case clear through i 

to the supreme court, if it takes every cent you've got. 


the 


But when you call in a plumber, he tells you what's wrong, 
and then makes it right. And yet a lot of these sawbones 
and jawbones try to look down on us plumbers. It's time 
that the public realized that the main difference between 
plumbing and the other professions is that the plumber 
doesn't operate until he knows what is wrong with you. 


So I am going to get my dinner clothes out of the moth- 
balls, and let the pants out a little, and show you what 
I looked like at my wedding. If Bill Lang wants to give 
the trade a treat and the ladies an eyeful, why I'm for 
it. Service is our middle name, whether it's pipe dies or 


hair dyes. foray 4 Ie 


Cossnte® 1927 by Harry G. Nye 
ll rights reserved, 


Yours with bells on, 


P.S. Visit our booth at the Min- 
neapolis convention and see our 
new power threading machine. 


OTHERWISE KNOWN AS be] 

THE NYE TOOL & MACHINE WORKS i 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS i 

4120-30 Fullerton Avenue Chicago, Illinois ie 
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CANFIELD 


RUBBER GOODS 


W here Time Means Money — 


The plumbing job today is not the 
leisurely ‘finish it sometime’ task of 
yesterday. The press of keen competi- 
tion makes time the greatest asset to 
modern business. The plumber who 
equips himself from the Canfield line will 
finish the job and be away in half the 
ordinary time. No matter if the job is 


in the basement or on the roof we make 
a product to fit the particular need. And 
Canfield products have long been noted 
for their superior quality and finer work- 
manship. 



















We sell to jobbers and manu- 
facturers only 


THE H. O. CANFIELD CO. 
BRIDGEPORT, CONNECTICUT 
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Niagara 









Table Rock House, built at a cost 

of $300, 000 by the Queen Victoria 

Niagara Falls Park Commission 

isthe official entrance to the scenic 

tunnel under the Canadian side 
of the Falls. 


Findlay & Foulis, Architects 





with Oilomatic Heat~- 


Oil-O-Matic fights a daily 

battle to keep this building 

from being crushed like 

paper by Niagara’s mighty 
ice deposit. 


WO Oil-O-Matics in the boiler room 

of Table Rock House are more than a 
match for unharnessed Niagara. So no 
normal heating problem can overtax its 
capacity. 

On the very brink of the Falls on the 
Canadian side stands Table Rock House. 
Day and night the year around it is bathed 
in the heavy mist arising from the roaring 
cataract. In winter this mist instantly 
freezes, coating everything with solid ice. 





If left to accumulate on the roof of this 
edifice, reinforced concrete, steel girders 
and masonry would flatten out under its 
ponderous weight. How Oil-O-Matic pre- 
vents this, is your assurance of depend- 
able, uniform heat. 


Under the copper roof are coils of steam 
pipes, radiating heat to the outside surface. 

the ice forms it is melted and drained 
away. So not only must the two Oil-O- 
Matics heat up the outdoors but also the 
three floors of this public building, through 
which 5,000 visitors pass in a single day. 
Itis obvious that no more urgent need 


of dependable heat will ever be found. 














a SY 


Niagara’s mist coats everything with ice 


rt 














wiLAMs QJLOMATIC #eatwe 


rh 


In addition, these same burners furnish 
all the domestic hot water for the refectory 
and baths the year around, dispose of all 
garbage in the incinerator in the boiler 
and serve as a bulwark of defense against 
any sudden cold spell in the late Spring 
or early Fall, that might bring disaster. 


As you stroll through the maze of 
rooms, glistening marble and crystal clear 
windows certify to the absolute cleanliness 
of Oilomatic heat. In the homes of all the 
other many thousands of users you will 
find this equally true. 

For eight years Oil-O-Matic has been 
rendering the same dependable service 
experienced at Table Rock House. It is 
not surprising that today Oil-O-Matic is 
the most widely enjoyed oil burner in the 
world. In 1926 Oil-O-Matic sales were 
almost equal to the combined sales of any 
three other oil burners. 

Much of this unquestioned leadership 

is due to the unusually wide choice of 
fuel afforded by Oil-O-Matic. It burns 
heavy or light oil with equal facility. An 
ample supply is always assured. And the 
use of cheap fuel oil, available in most 
sections of the country, has set up a new 
standard of economy. 
Oil-O-Matic dealers naturally have a tre- 
mendous advantage in building up a sound, 
profitable business. Very little territory re- 
mains open, but it will pay you to inquire as to 
your city. Write today for 
full details of the Oil-O- 
Matic method of dealer co- 
operation. 





Williams Oil-O-Matic 
Heating Corp., 
Bloomington, III. 
Pleasesend us full details of your dealer prop- 
Osition and facts concerning Oil-O-Matic. 
(DE57) 
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LAVATORIES \ 


NONPAREIL OVERFLOW and SOAP CUP 


Tne only sanitary, self-draining, soap-saving, soap dish made 
and can only be obtained as a built-in feature on 
Znite? States Lavatories. 


SAVE THE COST OF A SOAP DISH 


ee 2) oy 
lain letaai RGH, Poti 
=— 






















































































Mention Domestic ENGINEERING when writing advertisers. 
































May 28, 1927 


have these 


Double wall con- 
struction greatly in- 
creases volume and 
intensity of heat. 
Provides extra in- 
sulation and means 
greater fuel economy. 


Long chimney insures 
complete combustion 
and big heat volume. 

In 5 minutes enough 
hot water for shav- 
ing, and in 30 
plenty for a bath. 


DOMESTIC ENGINEERING 


Only Perfection Water Heater Burners 


An added ring of 
intense heat is pro- 
duced by an extra 
volume of air which 
ts drawn in through 
the 38 holes which 
gird the chimney. 


Thermostats auto- 
matically turn off the 
heat on Models 431 
and 421 when the 
water in the tank 
reaches a temperature 
of 180 degrees. 




















stall a Perfection Water Heater! Perfection New Selling Policy 

burners have won the approval of h bei ld onl 

5,000,000 women who use Perfection Oil These Shere S60 Rew Heng sold culy 7 Perfection 
through jobbers. For further information nadie 


Stoves. There are 4 models of Perfection . : 
ask your jobber, or mail the coupon. 3 7551 Platt Avenue 


Heaters—all equipped with long chimney 


Sold in Canada by the Sheet Metal Products Co. of Canada, Ltd., Gentlemen: 
finest kerosene water heaters made. Toronto, Ontario. 





Cleveland, Ohio 





f Please send me your 
A new booklet, describing 


4 Perfection Kerosene Water 

f emaene 

fa I am interested in the new 
4. -way valve installation. 


Kerosene Water Heaters ae : 


4, ddress —_ 





4 ‘ 
C 1 2 Model 4317 : 
‘ > with ‘‘ Stay- ' ‘af 
f,) vyyevnnn vue eee genet ‘4 Hot” tank ‘ 
HESE four features of the burner mean You can install them equally well in homes ae ah 
a satisfied customer every time you in- with or without water pressure systems. = BY (399) F. 
ent 








go City. 
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TRANE PUMPS 


The Nation is Responding 


to Trane National Advertising 


Color Pages in House and 


Garden and House Beautiful 








One measure of reputation is ° 
quantitative—the volume of yinets ing 
sales. According to this H Trane Heat * 0 onized Heating 
OW . vO U 
Have R 









standard, Trane Heating Spe- 

cialties gained 30 per cent 

last year, as already an- 

nounced in this column. But ot 
many leaders in the heating hall 
world are guided even more : | 
by the character of jobs for posers sve’ | 
which a product has been Morne Bay Tam 
selected. Lacking the time pre dart 

or the opportunity to make 
exhaustive tests for them- 
selves, they are willing to 
accept the judgment of those 
whose word carries weight. 








V Se, Nay. ds 


Ne 
ew 
«Hy, Fi eon om 
( £, nen tt 
Le) 





D Decoy 
tly Rage i 20ION 


In checking over lists of in- — norte 
stallations completed during ne Timmons cel To baa 
the past year, members of the ao he 0S The Teaee 
Trane organization feel a 

justifiable pride in the char- 
acter of the work repre- 
sented. Heating contractors 
who are interested in this 
qualitative index of reputa- 
tion will find it worth while 
to investigate some recent | 
jobs on which Trane Pumps, nent 
Traps and Valves have been =) 
specified. 


RAT 
\ 1 f AB! 
HEALED # 





Perhaps most significant of 
all is a noticeable increase in 
the average number of traps 
and valves per job—indi- 
cating the substantial type of 
project for which Trane inet po * eg 
equipment has become the we RS typre Sees 
accepted standard. Write - Ses 
for list of Trane installations 
in the types of buildings you 
are interested in. 





NQUIRIES from Trane color advertisements, now run- 
ning in House and Garden and House Beautiful,confirm 
the early prediction that Trane Heat Cabinets would find 
a waiting market. Thousands are already installed—but the 


trade has barely scratched the surface of the volume busi- 
ness just ahead. Are you ready now to show your prospects 


a finished job? That’s what other contractors are doing. 
THE TRANE CO., (Est. 1885) 204 Cameron Ave., La Crosse, Wis. 


mERAT CONCEALED 
CABINETS HEATERS 


*** PUMPS AND HEATING SPECIALTIES * 





TRANE HEATING SPECIALTIES 
? 
G 








1927 
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Belween Ourdselveds. 


The man who is so busy that he does not have time to read his trade paper is like : 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HILE PEOPLE INTERESTED IN SANI- 

tary projects all over this country are working 

overtime in their efforts to get the different 
states to pass plumbing codes, a certain plumbing con- 
tractor in China is trying his best to beat the code in one 
of the larger cities of that country. The code, as it 
happens, is an obsolete one taken from the city of Lon- 
don many years ago, but one to which the Chinese au- 
thorities adhere strictly. The code refused to allow the 
installation of American water closets because they do 
not provide for a vent connection at the crown of the 
water closet trap, a practice discarded in America some 
years ago. (We pride ourselves on the 


monetary benefit to you. There is no one in any busi- 
ness that knows all there is to be known about that 
business, and any ideas you can pick up just increase 
your knowledge of the plumbing and heating business. 
Glance through your business paper carefully, and profit 
by the ideas you will pick up. 


ELDING IS INDISPENSABLE IN MANY 
lines of manufacture, and people often wonder 

why it is that the plumbing and heating field has not 
taken it up to a great extent. Laymen often think there 
is some special requirement in our field which welding 
cannot meet, but there are a number 





fact that we are away ahead of the 


rest of the world in sanitary matters, ° D 
o You Know— 


yet in China they will not allow our 


of plumbing and heating contractors 
who have been very successful in the 
use of welded joints in piping sys- 


water closets because they are unsan- 1.—When was the Central tems. Large buildings are going up 
itary, according to their custom. Of Supply Association organ- in which nearly all of the pipe lines 


course, we don’t have as many revo- ized? 
lutions, plagues or scourges as they 
do, either.) An interesting story on 
the problems of an American engi- 
neer in China is being published this 
week. It is a continuation of a story 
called “Solving Chinese Puzzles in 
Plumbing and Heating,” and more is 
to come in the future. It is a vastly soft? 
interesting narrative of the troubles 
encountered in putting sanitary con- 
veniences into a backward country, 
and the ultimate solutions of these 
troubles, 





FAMOUS BANKER ONCE | South? 
said that if he could take a trip 
and go to all of the large banks in 
the country, getting ideas from each 


page 92. 





2.—What are the dif- 


ferent types of water closets 
in common use? 


3.—How many cubic 
inches does a gallon contain? 


4.—Why is rain water 


5.—What nationality is 
supposed to take only three 
baths during a lifetime? 


6.—Who was the first 
master plumber in the 


Answers will be found on 


are welded. “Pipe Line Welding” is 
the subject of an article being pub- 
lished this week. It gives some of the 
reasons why welding is especially ap- 
propriate to plumbing and heating in- 
stallations. Illustrations show how 
pipe lines are welded, how they are 
held in place for welding, and how 
strips with welds are tested for ten- 
sile strength. 


CAN’T IMAGINE THE CON- 

gress of the United States trying 
to conduct its business by mail, or 
letting its officers and higher-ups 
transact its business. Yet that is 
practically the way some of the mem- 
bers of master plumbers’ associations 
would carry on the association work. 








of them, he could come back home 

and put his bank at the very head of the banking busi- 
ness. Unfortunately, like all the rest of us, he could not 
spare the time from his business to take such a trip, in 
spite of the returns that he knew would be forthcoming. 
Of course, such a trip would be utterly impossible for 
the average master plumber, hence the necessity for a 
business paper. lvery day in the year “Your Weekly” 
has men traveling around the country picking up ideas 
for you from various corners. It is almost as if you 
yourself had had the advantages of such a trip. If you 
do not read your business paper, of course you cannot 


’ 


benefit by our travels, but ideas are constantly appear- 
ing in “Domestic Engineering” which will be of real 


They may attend their local meetings 
occasionally, but don’t care to go to National or state 
conventions. Others take an active interest in the af- 
fairs of the association, but occasionally are absolutely 
unable to attend their state meetings. For these we pub- 
lish accurate reports of all of the larger meetings in the 
field. Read these convention reports and find out what 
is going on in your business. This week reports of the 
Pennsylvania and New Jersey conventions are published. 
Both are important conventions. 


Your Ea 
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ANYWHERE 
IT THREADS 233" TO 4’ 


Once you have used a ‘‘Toledo”’ No. 2 
threading device, you know that there is 
no 21-inch to 4-inch pipe threading job 
that is too hard for this tool to handle. 
Anywhere the pipe may be, high up in 
the boiler room, down in a narrow trench, 
or on the pipe shop bench, it will do the 
work quickly and easily. Small and com- 
pact, weighing many pounds less than 
other tools of this capacity, it produces 
smooth perfectly tapered threads with a 
few easy strokes of the ratchet handle. 
If you have 214-inch to 4-inch pipe to 
thread specify a genuine ‘TOLEDO” 
No. 2 and, we assure you, you will not be 
disappointed. 


Net Price Complete, $50.00 


(West of Rockies $55.00) F.O. B Toledo, Ohio. 


A postcard brings you catalog showing 
the complete ‘“‘TOLEDO”’ line. 


TO ENJOY REAL SATISFACTION SPECIFY 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


New York Office: 72 Lafayette St. 
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Wholesalers, in many sections of the 


Extending 
. country, continue to complain of the 
Cr eC dit lack of profits in their business, yet 


continue to extend credit to plumbers and steamfitters 
without seeming regard for their ability to pay. It 
would be different if such methods affected only the 
wholesalers who pursued them. But they affect the cus- 
tomers who are able to pay their bills, for they support, 


in competition with these well-established men, a type 
of business man who is potentially able to upset the 
whole business structure. 

We heard a credit man, who has had considerable ex- 
perience in the plumbing and heating field, say that hun- 
dreds of plumbers, to his knowledge, have gone into 
business and secured credit, not only from one but from 
several jobbers, on average assets of two hundred dol- 
lars in cash, an equity in a small car and, possibly, an 
equity in a home, generally in conjunction with their 
wives. We believe that every man is entitled to a chance 
to engage in business, subject to the limitations which 
his ability and resources determine. Such assets as de- 
scribed above, therefore, should perhaps get some consid- 
eration, but they should get only the consideration they 
deserve. They should not, for instance, make it possi- 
ble to get a line of credit from several jobbers. But they 
often do. 


Credit losses in this field must dominate the profits 
made on good business. Statements of profits indicate 
that. But obvious as the moral is, many wholesalers, 
with a desire for volume, do not heed it. We have had 
considerable to say in the past about “loose credits.” We 
have asked how long they are to be allowed to penalize 
the ability, experience and resources possessed by estab- 
lished master plumbers and heating contractors. 


A few years ago, and even since 


g 
he Pay ment then, when, in our editorial col- 
P lan umns, we discussed the applica- 


tion of the time payment plan of selling to the plumbing 
and heating field, there were some business men who 
could find more things to condemn about such a plan 
than they could find to approve. A growing number 


Of master plumbers, wholesalers and manufacturers, 
however, is now applying the plan and a great number 
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of the former doubters is beginning to take increased 
interest in it. 

There is no doubt that the distribution scheme in this 
country has, as one of its basic principles, an attempt to 
make a product easily available to any one who might 
have a desire for it. It takes into consideration that the 
average person, with a stable position, is potentially able 
to pay for what he buys, even though he has not the 
entire price in cash when he makes the purchase. That 
results in speeding up consumption, and, in most lines, 
where the payment plan is used, more goods are sold 
than would otherwise be sold and, according to reports, 
without harmful effect on the credit end of business. 

Plumbing and heating are operating in that kind of 
competition without, speaking generally, offering similar 
inducements to buy. Yet, credit losses are frequent, and 
it is hardly conceivable that they would be more frequent 
if, on the right jobs, time payments were made available. 
Indeed, judging from credit conditions, it could almost 
be said that the time payment plan is in use by a num- 
ber of manufacturers, wholesalers and master plumbers 
without the safeguards which a regular payment plan 
provides. We know of master plumbers who have a 
great deal of money out on work which they have done, 
and, if they are getting it at all, they are getting it at 
the rate of a certain amount a week or a month. And 
the same with manufacturers and wholesalers. If that 
is good business, what is the time payment plan, with 
regular, legal forms to help collections? 

We realize that there is much to be said on both sides 
of the time payment question. But, with the need that 
exists for increased sales and for better credit condi- 
tions, the question deserves more thorough study and 
warrants more experiments, we believe, than it is getting. 


Go to W est Before another week’s issue is dis- 
tributed, heating men from all 
Baden 


over the country will have dis- 


cussed and acted upon live problems in their field at the 
thirty-eighth annual convention of the Heating and Pip- 
ing Contractors National Association. The attendance 
should be large. It is still time for those who are hesi- 
tating to decide to be in West Baden, Ind., on June 1, 


2, 3 and 4, 
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Welding is indispensable in many 
lines of manufacture so it is not 
strange that the question is asked 
frequently why it is that welding 
is not used more widely in connect- 
ing pipes used in heating and 
plumbing. But plumbing and 
heating contractors are learning 
more about welding every day. 


There is an increasing number of 
plumbing and heating men who 
are adapting welding to construc- 
tion of plumbing and heating sys- 
tems. Large buildings are going 
up in which nearly all of the pipe 
is welded. 


In this article are shown methods 
used in welding which should be 
of value to everyone who connects 
pipes. It is composed of excerpts 
from a paper by LeRoy Edwards, 
presented at a meeting of the New 
York Section of the American 


Welding Society. ‘Domestic En- 
gineering”’ is indebted to the Jour- 
nal of the American Welding 
Society for the paper and to the 
Air Reduction Sales Co. for the 
illustrations. 











1—Welding an offset bend of 16-inch pipe sections cut from stock pipe 


Pipe Line Welding 


URING the last few years there has been a growing 
demand for a perfectly satisfactory method of join- 
ing sections of pipe together 

attention by engineers has been given 

this problem. 

the resulting from 

welding as applied to pipe line construction are: 
Permanence of joint, 


and a great deal of 
to the solution of 


Among advantages oxy-acetylene 


a welded joint that is of the same 
metal as the pipe and will last as long as the pipe itself 
without additional maintenance. Strength of welded 
joints which closely approximates the strength of the ma- 
terial in the pipe, the whole line to all intents and pur- 
poses becomes practically one length of pipe. 

Welded lines facilitate the transfer of liquids and gases 
of the 
ried with a minimum of friction losses. 
construction is 


because higher pressures which can be safely car- 


This method of 


The portability of equipment is greatly in its favor as 
lines can be constructed in any kind of country through 
which the material can be transported. This process also 
has the advantage due to small weight of material used in 
its construction, and because of its great tensile strength 
it is largely able to resist the expansion and contraction 
stresses due to changes in temperature. 

Welding and cutting equipment has 
markable development during recent years. 
that would not 


undergone a re- 
A great many 
industries now consider it a 
few years ago. 

Because of the long lengths of pipe available for welded 


lines combined with the high tensile strength of the joint, 
it is generally unnecessary to put in foundations, except 
for elevated sections, as the line after it is welded is suffi- 
ciently strong and flexible to stand shock and vibration 
or without injury. 


use welding 





very economical, en SET OS 
: Wee. a eT 
comparing favor- ta 


ably with the cost 
of screwed joints 
and provides free- 
dom from leaks. In 
case of leaks, the 
welds can be re- 
paired in place 
without taking the 


: Fig. 
line apart. 





2.—Cast iron templets for marking off standard pipe used in making up 
bends and other fittings 


22 


The welded joint 
with complete pen- 
with 
rein- 


etration and 
a suitable 

forcement Will 
strength 
equal to that of 
the parent metal 
in pipe. There is 
also an advantage 
in having a contin- 


have 
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the side of the clamp as a guide for the 
torch in making the cut. The clamps 
are split on the inside and outside cen- 
ter lines, and before the clamp is re- 
moved after marking or cutting these 
center lines are transferred to the sec- 
tion to facilitate assembling the joint. 
These fittings are made up during slack 
periods or days when the weather does 
not permit of working outside, thereby 
keeping a contented welding crew avail- 
able for all emergencies. 

This system has a great many points 
in its favor, the most important of 
which is that fittings of a standard size 
can be ordered from stock, as shown on 
this company’s blue print, thereby sav- 
ing valuable productive time when the 
pipe line is being laid as the time it 
takes to lay out and weld up a fitting 
under field conditions may be sufficient 
to weld several lengths of pipe. What 
the concern laying the pipe is most in- 
terested in is the completion of the pipe 
line in the shortest possible time. There- 
fore, any work which can be performed 
in another place at a more convenient 
time is of great assistance toward the 
completion of the pipe line on schedule. 

When these fittings are made in the 


Sy shop the accumulation of short ends of 








aoe OR AD pipe can be utilized for this work, 





thereby turning into production, mater- 


Fig. 3.—Cutting a large diameter pipe weld into test strips with the radiagraph ial which might otherwise be thrown 


uous line without obstructions at each joint to cause fric- 
tion and allow pockets where sediment may collect. 

An oxy-acetylene welded line is sufficiently flexible to 
follow the contours of the surface of the ground and bends 
easily to a long radius without the necessity of making 
any special provisions. Welded pipe can be bent to quite 
short radii when necessary without injury to welds, and 
bent pipes may be joined by welding without any trouble. 

The welding torch, in conjunction with the cutting 
torch and a few templets, are all the tools necessary for 
the making of almost any type of fittings. This work is 
generally done as the line progresses and the exact pat- 
tern of fitting is determined. The fittings made in this 
way are produced quickly, are light, and, therefore, easily 
handled. 


into the junk pile. 

There are seasons of the year in the greater part of 
this country when it is impossible to carry on outside con- 
struction, and most companies are obliged to lay off the 
welders they have spent many days or weeks to train in 
their methods of operation. This idea of making up stock 
fittings has given steady employment to these welders the 
year around and is a means of keeping down the labor 
turnover and reduces the cost and need for training new 
men when the season opens. There is another point of 
interest to employers and that is that seasonable work 
demands high wages while steady employment enables 
employers to have and hold those men at a fair wage 
whom they have trained to appreciate the responsibility 
of their labors. 





One of the larger gas companies sup- 
plying an extensive territory that has 
been welding pipe for several years, has 
worked out a very satisfactory plan to 
meet its ordinary requirements of stand- 
ard fittings. Various kinds of standard 
fittings have been designed to be welded 
from steel pipe. Standard dimensions 
have been adopted for each fitting. The 
fittings consist of elbows, tees, offsets, 
reducers, crosses, manifolds, saddles, 
swage nipples, dresser caps and such 
Other fittings which have become stand- 
ard in their service work. In order to 
facilitate the making of these fittings 
they have constructed cast iron templets, 
as shown in Fig. 2. These templets are 
attached to the pipe by ‘‘C’’ clamps and 
the piece to be cut is either marked off 
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With the soap-stone pencil and _ the 
clamp removed for cutting, or by using 


Fig. 4.—Tensile strength of test pieces cut from pipe weld 
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Saving of time by laying lines by the 
oxy-acetylene welding process has been 
found to be greatly in its favor. 

In lines joined by screw joints only 
one section is joined at a time, while in 
a welded line as many lengths can be 
joined as there are welders available 
which may involve several hundred feet. 


An instance of this is a case where 
50 miles of 10-in. pipe line was welded 
and laid through a series of towns in 45 
days. In this case the pipe was welded 
faster than three trenching machines 
were able to dig, the machines working 


24 hours per day. 


Records like this require a trained or- 
ganization and competent welders inter- 
ested in producing the largest number 
of welds per day. 





TESTING ABILITY OF WELDERS 
N CONSIDERING the installation of a pipe line it is 
very necessary that attention be paid to organizing a 
personnel to handle the field operations so ‘that a careful 
check can be made as the work progresses and thus insure 
good workmanship and speedy construction at all times. 
In making welded joints certain dependence must be 
placed on each individual welder, and for this reason the 
welders should be carefully trained and made thoroughly 
familiar with pipe line welding. 

Special attention should be given to the selection of 
welders. Each man should have impressed upon him the 
seriousness of his operations. It is considered advisable, 
after a man has proved his ability as a welder, and before 
he is allowed to weld on a pipe line, carrying high pres- 
sure, that he be required to demonstrate his ability more 
fully on one or more test pieces. He should take short pieces 
of pipe, tack and support them about 18 inches above the 











Fig. 6.—Another device for holding pipes in line while tacking 


. 5—Device for holding pipes in line while tacking 


ground, then make a complete weld without turning the 
pipe. 

After this weld has been made it should be cut into 
strips about 2 inches wide and each strip should be tested 
by placing it in a vise with the edge of the weld even with 
the top of the jaw of the vise and with the outside of the 
weld toward the operator. By using a clamp on the upper 


part of the test piece it should be bent so that the bend- 
ing strain is localized on the inside of the weld, which 
A good weld 


ordinarily is the weakest part of the joint. 
will withstand this test when bent 180 deg. 
This method of testing is suitable for field tests, but 
does not compare with the tensile tests, which will be 
described later, as a means of determining the value of 
the welders and their work. 
Particular attention should be given to determine if 


the under- or over-head welds are as good as those ca 
top. If the work of the welder is satisfactory on one or 
more tests of this kind, it can be con- 
sidered safe to allow him to weld on the 
pipe line. If his work is not satisfac- 
tory, but shows promise or ability, he 
should be put through a course of train- 
ing until he is able to make satisfactory 
welds. If this procedure is followed, 
the men will- understand that perfect 
work is expected of them and will con- 
tinually strive to maintain quality. 

It is customary for concerns or con- 
tractors who are doing the highest class 
of work to have in their employ one or 
more leading welders who are capable 
of instructing apprentices, or deciding 
on the qualifications of new employes. 
This instruction is carried on until the 
operator is able to comply with the 
above mentioned test and able to make 
welds of standard quality. 

A method of testing welded 
which has had the approval of engineers 
and contractors interested in doing the 
highest grade of welding, is to take 4 
full section out of the line, about 18 
inches long, with the weld in the center. 
This section is then cut into longitudi- 
nal strips, about 2 inches wide, by the 
use of a radiagraph. This is a motor- 
driven machine carrying an oxy-acety- 
lene cutting torch. Each strip is num- 
bered consecutively around the circum- 
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Soil conditions, where the line is to 
be laid, should be the determining fac- 
tor as to the desirability of employing 
soil proofing. The usual method of ap- 
plying soil proofing is to dip or paint 
the pipe with a bitumastic coating, and 
if soil conditions are unusually severe, 
the pipe should be wrapped with bur- 
lap, or one of the various grades of 
roofing paper which offers the best pro- 
tection for that particular soil condi- 
tion. When wrapping is resorted to, it 
is usually done when the bitumastic 
coating is hot. 

After the welds have been made and 
tested, the exposed portions are then 
wrapped or coated to produce uniform 
conditions. 

The ends of the pipe should be cham- 
fered to an angle of about 45 deg. to 
within 1/16 in. of the inside edge of the 
pipe. 

The nearer the beveling toward the 
inside edge the easier it is to get com- 
plete penetration, and we all know that 
pipe in perfect alignment, welded all 
the way through, is much stronger than 
that welded with partial penetration. 


ALIGNING OF PIPE 
EXT in importance to the welding 
N operation is the care and atten- 
tion required in the aligning of the 
joints in order that perfect welds can 
be produced economically. 
There are various methods of align- 


ing pipe and the method selected de- 








Fig. 7.—Making tie-in welds 


ference of the entire section. The strips are then put in 
a testing machine and pulled to determine the tensile 
strength of the weld. A sample of the pipe is also 
procured, cut and tested in the same way for comparison. 
The results of a specimen test of this kind will give a 
definite idea of the strength of the welds which are being 
made and further give a figure for the average strength 
of the entire pipe joint. 

A standardization of all torches, regulators and equip- 
ment used on the line is very desirable 
because it facilitates maintenance, in- 
sures uniformity in procedure and en- 
ables the welders to operate under ex- 
actly the same conditions. In other 
words, by standardization of equipment, 
tip sizes, pressures, speed of operation 
and methods of welding, the kind of 
joint produced can be controlled abso- 
lutely and the result is evidenced in 
more economical and more satisfactory 
welding. 

A high grade of welding rod should 
be used because the strength and uni- 
formity of the weld depends to a very 


considerable extent on the material 
Which goes into it. 


MATERIAL 





pends a great deal upon the conditions 
where the pipe is to be welded and laid. 

Many concerns favor supporting pipe 
on timbers, blocking up so that edges are in proper posi- 
tion and so that it can be rolled while making the weld. 
This method is very satisfactory. Others prefer cutting a 
“Vv” in blocks so the pipe can be revolved without being 
thrown out of line. In other cases a pedestal block with 
two rollers is used. This, of course, reduces friction in 
the turning of the pipe. All of the above methods are 
found to be very satisfactory and are commonly used on 
piping 10-inch and smaller. (To be Continued) 








# SOME parts of the country the con- 
dition of the soil is such as to cause 


rapid corrosion of pipe. 


Fig. 8.—Lowering pipe line into trench with slings, chain blocks and other 
apparatus 
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This is the second article 
of this series. The first 
told how a boiler was in- 
vented and constructed in 
a Chinese city with no 
supply house to draw from 
and with no equipment ex- 
cept a few tools, an office 
andadesk. This article 


tells of the difficulties of 


meeting the requirements 
of a strange code. 
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olving Chinese Puzzles in 
Plumbing aud Heating 


by an American Engineer 


HE NEXT subject was to consider the plumbing sit- 
uation. It was found that plumbing work in the 
main portion of the city was governed by a local 

code modeled after the regulations of the city of London. 
The local authorities were objecting to American water 
closets and refusing 
to approve their in- 
stallation on the 
ground that they did 
not provide for a vent 
connection at the 
crown. of the water 
closet trap—a _ prac 
tice discarded in 
America years ago 
Fig. 1.—Typical soil pipe fitting with Owing to the uncer- 
Cc. O. door tainty of getting a 
permanent, tight con 








hection at this point. 

The code luckily did not cover anything but water 
closets, which allowed all other fixtures to be connected up 
in any way that chance or intention might result. 
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The local code also had a few other provisions which 
gave considerable worry. All water closet pipes had to be 
on the OUTSIDE of the building. Cleanout ‘‘doors’’ had 
to be provided on the backs of all Y’s and T’s. These are 
not the brass screw plug cleanouts, but are real, remov- 
able doors attached to the fitting with bolts and nuts, as 
shown in Fig. 1. Water closets with back outlets were 
desired. Soil stacks 







connection could be Outside 


above the top closet ! 
of Bldg. if 


reduced to 2-in., and 
all water closet soil 
lines had to be of lead 






or cast iron. This ef- Pinel WG 

fectually disposed of sai "S| Leed Waste 
the Durham _ system |} 

of piping without any WA Room 


further discussion on 
this point. 

One might be dis- 
posed to think that, 
having complied with Fig. 2 
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all the provisions of the city ordinances, his troubles 
would be over, but not so. A sad awakening came shortly 
after in the discovery that the local water company also 
had a set of regulations which—through an agreement 
with the city—-were just as powerful as the city regula- 
tions. 

If one failed to comply with the desires and require- 
ments of the water company he got no water. 
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Fig. 3.—Typical concrete gutter into which conductors spill 
at intervals 





So these regulations also were studied earnestly. They 
did not permit a direct connection between any water line 
and a water closet without the use of a ball-float cistern 
which would flush the closet with the use of only three 
gallons of water. They insisted that every water closet 
flush tank be provided with an overflow piped to some 
outside location where the spilling of any water would be 


visible. A pump could not be connected with any water 
line direct except through a ball cock system. There was 
a similar requirement for steam boilers and kitchen hot 
water tanks. 

Incidentally, all plumbing work had to be inspected and 
approved by the water company’s inspectors before the 
water would be turned on. This did not sound so bad until 
it was discovered that the water company itself was in 
the contracting business and also was installing plumbing 
and heating systems in direct competition with private 
contractors. A sweet situation, surely! 

After long negotiations, approval of the American water 
closet was finally 
secured, but on the 
other points no mod- 


ification could be 
obtained. 
Further  investi- 


gation revealed the 
fact that steel pipe 
and screwed re- 
cessed drainage fit- 
tings were 
entirely un- 
known to the 
authorities and their use would not be permitted 


under any circumstances. 
The water company’s requirement in regard to 
cisterns, eliminated the flush valve. Soil lines had 








Fig. 4.—Typical concrete drain for 


gutter 
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to be hung on the outside walls of the buildings; 
urinals had to waste into the waste lines to which 
lavatories and bathtubs were often connected with- 
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THE HARDEST BLOW OF ALL 
HE HARDEST blow of all was yet to come. It was 
f pontonnens that there was no sewerage system in the 
street to which to connect the soil lines. The discharge 
from water closets was carefully provided for in the code 
by the requirement of a cesspool of water-tight construc- 
tion—the size being governed by the number of closets in 
the building. From this the sewage was removed by tank 
wagons equipped with suction pumps which drew the 
sewage out of the cesspools and conveyed it to boats, 
These boats were then poled up the rivers and creeks and 
the sewage was sold to farmers to use as a fertilizer. 
Farmers throughout China use all human excreta for 
fertilizer and value it very highly. The favorite practice 
is to collect it in huge earthenware vats or “‘kongs’’ and 
to distribute it from these kongs by a small bucket tied 
on the end of a long stick. This bucket is filled and the 
excreta is then thrown on the tops of the growing vege- 
tables. It is this national practice which makes the eating 
of salads or raw vegetables in any form not only highly 
undesirable but positively dangerous. 
As before stated, the local code did not cover or apply 
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Fig. 5.—Soochow bathtub and typical water and waste con- 
nections 


in any way to fixtures other than water closets, but these 


other fixtures were prohibited from being connected to the 
soil pipes. Hence many lavatories and bathtubs were 
connected by a single, unvented waste pipe to a nearby 
sheet-metal roof-water pipe, the waste connection itself 
often being sheet metal beyond the trap if the fixture 
were fortunate enough to have a trap. See typical con- 
nection illustrated in Fig. 2. 

In other cases a separate 2-in. cast iron waste stack was 
installed and carried down to grade level, where it either 
spilled into a gutter or onto the public sidewalk. 

It is interesting to note here that most of the houses in 
the Orient are built with a cement gutter (see Fig. 3) 
entirely surrounding the house and with cement drains 
(see Fig. 4) spaced every so often. These drains are con- 
nected together by cement pipe and junctions are made 
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out the use of traps; and a hot water tank in the 
kitchen had to be fed from a ball cock tank in the 
attic. 
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Fig. 6—Method of jointing cast iron soil-pipe 
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in cement basins with removable cement covers. The 
drains ultimately find their way to the street drainage 
sewers, Which carry off storm waste and ultimately de- 
liver it into the river. 
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used), these faucets being extended out from the wall by 
pipe until they come well over the edge of the tub. Where 
no piping is in use, hot water is purchased at a few pen- 
nies a bucket from the nearest hot water shop, and a 


KA bove Sill 


Fig. 7—Elevation showing how error in windows brought radiators above sill 


THE SOOCHOW BATHTUB 
WING to the code having no authority over bathtubs, 
O sinks, lavatories, washtrays, urinals, etc., some mar- 
velous makeshifts for fixtures were in evidence—for in- 
stance, the Soochow bathtub. 

This bath is, in a way, the only native plumbing fixture 
that has been developed in China, and it is a great favor- 
ite with the natives who 
sometimes use it. Not a few } 
foreigners bathe in these 
tubs, but usually not from 





coolie brings these up—two at a time—and dumps them 
into the bath until the desired amount of depth is obtained. 
Two buckets is the customary amount of hot water used, 
although in a large tub four are sometimes required. 

To take care of the emptying, these tubs are set in a 
zinc-lined trough or box which has a drain frequently run 
to the nearest conductor pipe. When the tub is emptied, 
the plug is simply pulled out 
and the water drains out of 
the tub into the box, from 
which it finds its way out 
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choice. They are oval in through the drain. (See Fig. 
shape and come in varying A/r Relief 5.) 
sizes, but generally are about Check Valve Line 2, Shower baths are much 
2-ft. 6-in. in width by 3-ft. fa used in the Orient, especially 
6-in. to 4-ft. in length. The Bld Wall where extreme humidity and 
material reminds one very on long summers are encoun- 
much, both in color and ap- tered. These are generally 
pearance, of the old earthen- of the compression valve 
ware cake bowl, running type with a big tubular 
from yellow to dark brown, shower head. Where show- 
with a glaze on the outside. ers are not installed, a gal- 
At the bottom is a small Main Retur vanized pail is often sup- 
hole generally provided with Strom BIag. ported on a swinging sup- 
a wooden plug to let the wa- port and a string is attached 
ter out after the use of the to the pail, so as to tilt it 
bath is finished. There are Water Lined when the string is pulled! 
no pipe connections to these a Kitchen sinks, lavatories 
tubs and efforts to connect ee and even bathtubs of terraz- 
them up solidly to waste Borlen zo are not uncommon. In fact, 
lines did not turn out satis- not a few houses which have 
factorily owing to the soft- water closets, are equipped 
hess of the material and the with terrazzo water clos- 
lack of any way to fix the ets for servants’ use. With 
tub in a permanent position. Floor Line terrazzo fixtures the grease 
Water is introduced into “Sisto gy ves 37 ee ° “a tog it. ord. from the soap is quickly 
vd Sy 6:9 = es picked up by the partially 


these tubs by faucets (where is 
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Fig. 9—Typical cesspool, used when no sanitary sewers were available 
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discolors very rapidly. 
appearing and repellant object. 
Wash trays, however, seem to 


better results. As these fixtures are used by servants only, pared and ordered. Since most of the buildings in this 
and are constantly wet all over with cleansing solutions, locality (including the consulate) had no basements, soil 


they are the least objectionable 
in this manner. 
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In a few months it becomes a filthy 
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one good job, even though it seemed that it might be 
the only one. 
utilize terrazzo with much A list of galvanized recessed drainage fittings was pre- 


of the fixtures constructed lines running under the ground floor were made cast iron 
soil pipe. 

In due course of time, sufficient material arrived 

to start the job, but the tools were delayed. This 

CarE/evator\ difficulty was finally overcome by sending a super- 

intendent down the coast on a six-day trip to Ma- 

nila where second hand American tools were pur- 

chased in sufficient quantity to go ahead. He 

brought the tools back on the same boat and 
work was begun. 

The workers were all Chinese; most of them 




































































Garoge Xx 
Y and Repeir x8 ae spoke no English or, at best, only a few words, 
y Shops =. Ret Maal 1 Boilers The services of an English-speaking boss could 
—_——_—_ —_—— o_o Reheat Boiler Rm. be obtained at a slightly higher wage, he being | 
Z 3 Pump Pit termed locally as the ‘‘No. One.’”’ If he had an as- . 
3= Concrete sistant, the assistant was known as “No. Two,” ; 
=- | One Story while the assistant’s helper was known as “No, 
— ‘ 5 ” ¢ ~~ 
— || Preverient— G Hire Service Three,” and so on. t 
& ii Y Gorage These foremen, sub-foremen, fitters and helpers , 
a Y were all bound and possessed to install soil pipe : 
Z) with cement mortar joints. That is to say they 
Wm wm Ww Bee WZ, WZA, : Bes ¢ 
| J J UW { \ wanted to caulk with yarn (not oakum) and after ; 
a getting enough yarn in the hub to center the ; 
Fig. 10.—Street plan, showing garage and boiler room in adjacent build- spigot in position, they would cement up the bal- F 
ing ance of the joint instead of leading and caulking ; 
it. (See Fig. 6.) t 
Outside of the cities there is practically no sanitation of The men argued that this was the ‘“‘proper fashion” : 
any character and usually no water supply. What little and maintained that they ‘‘do same all time’’ while a 
water is procured generally comes from wells which are demonstration of pouring in melted lead and a caulking 1 
300 to 500 ft. deep and which are quite costly to install. only brought mutters of astonishment at the crazy for- 
Consequently water is conserved to the utmost limit. More eigners and grunts of ‘no savvy.” a 
than this, the water is generally unsafe to drink until it After a long time and much hard work on the part 
has been filtered and boiled. The universal tea drinking of the superintendent, a kind of lead-and-oakum joint 
habit in China undoubtedly saves millions of lives annu- was turned out but nothing like what it should have been. 
ally, necessitating, as it does, the boiling of the water ‘xperience in later years showed that where the mistake 
before drinking. was made was in hiring ‘“‘fitters’’ who were presumed to 
With a situation like this, the difficulties of trying to (Continued on Page 63) 
carry out a modern plumbing 
installation can readily be 
imagined. The field was in- 
deed a virgin one, entirely too Window 
virgin for comfort. f 
GETTING SUPPLIES FROM 
AMERICA f 
HE NEXT matter to be Window 
taken up was the supply 


of pipe and fittings. Orders 
were placed at once for an as- 
sorted variety of sizes and 
ells, tees, bushings and valves, 
Soil pipe in 2-in., 3-in., 4-in., 
and 6-in. sizes was also or- 
dered. An outfit of stocks, 
dies, pipe wrenches, caulking 
tools, and other minor items 
were listed and orders started 
on their way to New York. 
While this was in progress, 
a plumbing contract was se- 
cured on a consulate building 
which, being located on gov- 
ernment property, was not 
amenable to the local regula- 


tions. It was decided to do 
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Fig. 11.—Scheme showing only one supply or return riser on every third column to aveid 
cutting holes in finished slabs 

















pre- 
this 
» soil 
iron 


‘rived 
This 
uper- 
» Ma- 
pur- 
He 
and 


them 
ords, 
could 
being 
Nn as- 
wo,” 

“No. 


pers 
pipe 

they 
after 
r the 
2 bal- 
lking 


ion” 
ile a 
lking 

for- 


part 
joint 
been. 
stake 
2d to 





avoid 

















New Jersey to Employ Field Man 


James E. Desmond, of Elizabeth, new president 


HE decision of the New Jersey State Association of 

Master Plumbers to employ an executive secretary 

who will also act as a field man and state organizer, 
was the high light of the twenty-sixth annual convention 
of that body, held at the Elks Club in Newark, May 17 
and 18. The action, taken after a spirited discussion, is 
the culmination of several years of agitation by the plan’s 
sponsors, the question having come up at each of the 
last few years’ conventions. The resolution ordering the 
employment was introduced by the Newark association. 

This action was only one of many that this association, 
the third largest in the National Association of Master 
Plumbers, took during its two days’ sessions, attended by 
over 500 delegates, members and guests. There was, for 
instance, a move that showed the members are profiting by 
the seventeen bookkeeping classes now in the state. Ina 
resolution, the convention requested wholesalers of plumb- 
ing and heating goods to immediately follow the shipment 
of goods with itemized invoices, properly dated and num- 
bered, showing list prices and discounts of the articles 
shipped. The resolution further called the matter to the 
attention of the National Association, which will be asked 
to make the request a country-wide one when the conven- 
tion is held in Minneapolis. This emanated from the 
North Hudson association. 

A progressive step of another nature is contained in a 
resolution that shows the members aim to co-operate with 
each other as much as possible. This established the 
principle that, where regulations.of the cities permitted 


it, masters doing work in New Jersey cities where they 
are not licensed should receive the help and co-operation 
of the masters in the cities affected, this to be given with- 
out the payment of fees to the local plumbers. A second 
resolution, along much the same line, clarified the first 
action by requiring the plumber asking for this co-opera- 
tion to present a letter from his local association, showing 
he was a member in good standing. 

Efforts by members to more extensively advertise the 
national seal led to the passage of another resolution. 
Newark master plumbers had designed a metal seal, along 
the lines of the national emblem, for use on the automo- 
biles and trucks of members, where everyone who sees the 
vehicles may see the emblem. The resolution seeks the 
permission of the National Association for the use of the 
seal, this permission having been denied them at present 
because of what is said to be an infringement of the 
national’s copyright. 

New Jersey also added its efforts to the great number 
of state associations which seek to clarify the position of 
the wholesaler by the passage of the ‘‘Make the Whole- 
saler a Wholesaler’’ resolution. 


Then the body turned to the protection of its own 
craftsmanship, with a resolution which calls upon the 
association to take such action as may be necessary to 
prevent installation of gas heaters, water heaters and other 
gas appliances by workmen employed by gas companies. 
It is believed by the sponsors of this plan that the rela- 
tionship between gas companies and masters can be vastly 











Top picture: First section of photograph of delegates and guests in attendance at the New Jersey convention.—Bottom 
picture: Middle section of the photograph of delegates and guests in attendance at the New Jersey convention 
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Left to right: William G. Bergner, secretary of the National Trade 
Joseph A. Durr of Montclair, past state president; J. J. Corcoran of Jersey City, 
Albany, N. Y., National vice-president; Samuel F. Wilson of Newark, past National president and present director 


improved if the companies will stop the practice, said to 
be prevalent in several cities of the state, of making these 
installations instead of turning them over to qualified 
master plumbers. 

Compassion was the keynote of another resolution, 
which appropriated $300 of New Jersey association funds 
for the relief of Middle West sufferers from the great 
floods, this money to be distributed through the national 
association. 

Alleged discrimination against the industry in bills 
pending at Trenton was the subject of another action of 
the convention, which voted to ask the incoming executive 
committee to investigate a bill which provides for eight 
building inspectors for use on state work, yet provides 
for only one plumbing inspector for the same purpose. 
The masters fear that, should this bill become a law, in- 


competent men will be given jurisdiction over the instal- 
lation of plumbing. 


NEW OFFICERS 

4 CAP its good work, the association elected a group 

of able officers for the ensuing year. James E. Des- 
mond of Elizabeth, first vice president, was elevated to 
the presidency, and William N. Chesnut, formerly second 
vice president, was moved up a notch to the rank of first 
vice president. A. C. Krieger of North Hudson was hon- 
ored with the office of second vice president, and Alexan- 
der F. Berg of Orange became third vice president. Wil- 
liam J. Wilson of Lyndhurst, former trustee, was promoted 
to fourth vice-president, and George Werner of Orahge 
was again named treasurer. Upon the request of the presi- 
dent elect, the delegates selected George L. Bird of Eliza- 
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Extension Bureau; Charles J. Samuel of Montclair; 
past pr t; Th F. Nolan of 








beth as the new secretary. After a lively campaign, Charles 
Loveman of Asbury Park, Charles Werner of Jersey City, 
and William J. Royer of Trenton were elected trustees, 
Retiring President Walter Grub and the new president 
were named delegates to the national convention. 


VICE-PRESIDENT NOLAN TALKS 

HE convention was honored by visits from two na- 

tional figures, besides its own national director and 
past national president, Samuel F. Wilson. The two were 
Thomas F. Nolan of Albany, N. Y., national vice-president, 
and William G. Bergner, secretary of the National Trade 
Extension Bureau. Mr. Nolan spent little time on the plat- 
form, taking his seat there on the first afternoon of the 
convention and speaking briefly to the delegates, devoting 
the greater share of his visit to learning the problems and 
desires of the New Jersey masters. He assured the as- 
sembled men of his joy in being able to attend the de- 
liberations of the body, emphasizing the good that th: 
could do for the industry, and dwelling briefly on the ad- 
vantages of association membership. He closed with a 
review of what is planned for the attendants at the na- 
tional convention, both from the standpoint of pleasure 
and profit, and urged New Jersey to take its usual large 
part in the deliberations of that convention. 


THE T. E. B.’s PLANS 
R. BERGNER, introduced the next afternoon, de- 
M scribed the work of the Bureau, told of the plans 
now being worked out, and announced that a feature was 
(Continued on Page 71) 
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waste of fuel. They eliminate the ne- 
cessity of constant attention to draft 
conditions. We consider them a fea- 
ture which no heating contractor can 








returns in that word-of-mouth ad- 
vertising which inevitably follows 
customer satisfaction. 
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“SNAP ACTION” 











Lox at your sales record—then figure out for yourself the 

profit possibilities of the KENNEY Valve. Here is a device 
that instantly converts that boiler you sold into an automatic 
storage hot water heater! It’s an avenue of profit for you not to 


be overlooked. The KENNEY itself is substantially built, 


designed to last a lifetime and to give modern twentieth-century 
convenience at a minimum cost and at a real saving in fuel. 
Automatic and positive in action—easily installed—a big profit 
item for you! 








Manufacturers — Jobbers— 
Plumbers 
Get the details about the KENNEY NOW! 


FLANNERY MEG.CO 


FLANNERY BLDG. PITTSBURGH, PA. 
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tional School of Plumbing, in Baltimore, which is 

scheduled for June, 1927, will mark, it is believed, 
anew era in the local history of the profession. Once 
this event takes place, it is hoped, the way will be opened 
for an expansion of the school to include a majority of 
the young men who embrace the profession, for eradica- 
tion of the suspicion with 


Ti FIRST graduation to take place at the Voca- 


PROGRESS CHART 
SCIENCE FOR PLUMBERS, GROUP NO. 


went Aeetenre 


Reecels 40 


Original of above, about 2 feet square; shaded parts, originally in red, show how far each student has advanced, Percentages 
made in examinations were marked in the red squares opposite each name 


Plumbing Instruction in Baltimore 


By DONALD KIRKLEY 


A joint apprenticeship committee for the training of 
apprentice plumbers therefore was formed. Francis C. 
Dorsey and William F. Mylander represented the master 
plumbers, W. Fred Groscup, J. H. Jarratt and H. B. Mar- 
shall represented the manufacturers and jobbers; A. J. 
Ahern, W. K. Duthie, and A. Harmon represented the 
journeyman plumbers, and Charles W. Sylvester and 

George M. Gaither repre- 





which many of the old time 
Plumbers regard the school, 
and for the gradual impregna- 
tion of scientific methods and 


hew ideas throughout the en- 
tire trade. 


Several years ago the Mary- 
land Master Plumbers’ Asso- 
ciaton saw the need for pro- 
Viding a carefully worked out, 
thoroughly modern course of 
training for boys who intend 
to make plumbing their life 
work. It was felt that the 
old hit-or-miss method, 
Whereby a boy in most cases 
followed his master around 
and picked up the high points 
of his trade as best he could, 
learning from painful and 








sented the Baltimore city de- 
partment of education. 

The authorities were im- 
pressed with the need for a 
plumbing school, and made 
arrangements to establish one 
as part of the Vocational 
School, foundation of which 
had been laid in 1918. The 
services of Leroy S. Nichalson, 
who came to the task with 
practical experience in both 
plumbing and teaching, were 
secured, and he was given a 
free hand in working out a 
suitable course. 

Mr. Nichalson enrolled the 
first students in March, 1925, 
and after a few months of 
experiment, organized a 
course which met with much 





wasteful experience, was in- 








adequate to present demands. 






Where plumbing is taught in Baltimore 


praise from the school authori- 
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Practice in 
threading 
Pipe 


ties and from 

the represen- 

tatives of the 

plumbing 

trade. Now the first class 

—a small one, it is true, 
comprising only five stu- 
dents—is nearing the end of the 
course. What was dreamed of for 
many years by far-sighted men has 
now a real existence. 


A PECULIAR SITUATION 

UT a curious and unforeseen situation has developed. 
B On the one hand Baltimore has a school of which it 
can well be proud. Master plumbers who are sending 
their boys to be trained in it unite with the boys them- 
selves in public and private eulogy of the benefits to be 
derived therefrom. On the other hand the master plumb- 
ers and the apprentices, for whom the project was de- 


signed, are not taking advantage of it to any great extent. 
In spite of a campaign of education that is carried on 
unceasingly by the Maryland Master Plumbers’ Associa- 


tion, the total enrollment at the school, at present the 
largest in its history, is 105. Of these, it is significant to 


note, only 14 are full time students. 

Let us in the first place examine the school itself. It 
is located in the Vocational School annex at Baltimore 
and Aisquith streets. Work is carried on in a large 
classroom and in a fully equipped shop, and several small 
rooms used for practice tasks. 

Mr. Nichalson, the instructor, began his career by asso- 
ciating with his father, Frank J. C. Nichalson, in ‘the 
latter’s plumbing business. During his 16 years in this 
capacity he learned the trade thoroughly from 
the inside. In ten years active experience with 
the United States army, he took certificates from 
the schools of rifle practice, machine gunnery, 
gas defense and administrative work. He rose 
to the rank of captain in the Maryland National 
Guard, served in Texas and overseas, and saw 
active service in Alsace during the Meuse- 

Argonne offensive. He still retains the rank of 
captain in the 153rd Machine Gun Squadron, 
Officers Reserve Corps. 

On returning from the war, Mr. Nichalson 
began teaching at the Maryland Institute, and 
still conducts classes at that school. 

In forming the course at the plumbing school, 

Mr. Nichalson said, he was guided partly by the 
National Trade Extension Bureau’s text. But in 
the main, he relied on his own experience of 
the needs of the trade in setting up a system 
designed not only to serve boys who desire to 
enter the trade, but also employing plumbing 
apprentices who need technical training. 

The school term is from September to June. 
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Full time students are expected to come six 
hours a day for five days a week. -Part time 
day students must attend six hours on any one 
day that best suits them. Night school students 
are given two hours each Tuesday and Thursday, 
The arrangement whereby students who wished 
it could have full time instruction was put into 
effect only last fall. Under the former arrange- 
ment, two years of part-time day work and two 
years of part-time night work were required for 
graduation. Now a full-time student may grad- 


uate in two years, a part-time student in four, 
Those who are to graduate in June started two 
years ago with advanced knowledge and were 
graded accordingly. 

Tuition, tools, and books are free to boys 
whose parents live in Baltimore. Others must 
pay $50 per scholastic year, if they take full 
time work, or $8 for night school term of six 
months. 

Students are welcome to take part in regular 
school activities. Four of the plumbing stu- 
dents play in the school orchestra, but the ma- 

jority, being in school for a definite purpose, have less 
time and inclination for play than the average youngster, 


OUTLINE OF PLUMBING STUDIES 
TUDIES are outlined exactly under five groups, each of 
which consists of from five to nine units. Each 
student must master thoroughly a series of lessons cover- 
ing each unit before he is allowed to advance to the next. 
A colored chart on the wall shows each boy just where 
he stands. Such a chart is shown at the beginning of this 
article. As he masters a lesson, a square is blocked out; 
and he knows that when his portion is completely colored, 
he is ready for a certificate. 

The first group deals with installations and repair. Its 
units include cast iron pipe, screw pipe, lead work, fixture 
installation and repairs. Under drawing, the student must 
learn geometrical drawing, mechanical drawing, plans and 
specifications, plan reading, estimation and the code. 
Mathematics includes common fractions, decimal frac- 
tions, weights and measures, ratio and proportion, powers 
and roots, mensuration, formulas, business mathematics, 
and trigonometry and charts. The final group takes up 
plumbing in its relation to disease in a survey of the his- 

(Continued on Page 76) 
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The “Standard” Acid- Resisting 
Under -the-Window Sink Is Easier To Sell 


How quick the house-wife is to see the many advan- 
tages of this new “Standard” sink. Acid-resisting 
enamel that fruit and vegetable juices cannot roughen 
or discolor is an improvement she has always wanted. 


A sink designed with an 8-inch back that fits snugly 
under the window makes it possible for her to work 
in the sunlight and brings new cheer to the whole 


THE “THREE EIGHTS” SINKS 
INCH LOW BACK 
Fits snugly under a deep window. 
INCH DEEP SINK 
Is roomier and prevents over-the-rim splashes. 
INCH DEEP FRONT 
Gives the whole sink a new beauty. 


A beautirully designed swinging-spout faucet 
with a platinum-like finish of Chromard. 


kitchen. The roominess of the 8-inch deep, basin— 
an extra two inches—is an important improvement. 
The 8-inch front gives a new line of smartness to the 
whole fixture. The graceful swinging-spout faucet is 
finished in non-tarnishing Chromard. Three styles 
and seven sizes. Ask your wholesaler for full details. 


Standard Sanitary Mfg. Co., Pittsburgh 


“<tandard’ 


PLUMBING FIXTURES 


Under the most severe climatic conditions it 
will not tarnish or corrode. Rubbing with a 
damp cloth keeps it clean and beautiful. 
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© That's a real union Jom 


Whenever plumbing and heating 
contractors discuss unions, EXCELS 
are invariably described as_ real 
unions. 


You'll hear that especially from 
those contractors who know unions 
and have had the opportunity of 
comparing their strength and last- 
ing qualities on the job. 

You'll say it’s a real union, too, 
when you give it the chance to 
prove itself. 

PROVIDENCE FITTINGS COMPANY 


7 Water Street Boston, Mass. 
New York Office: 210 E. 45th Street 


Listed as standard by the Underwriters’ Laboratories 


EXCEL UNIONS 








Advertising Editorial 
A NEW ONE EVERY WEEK—No. 271 
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Wash Day Efficiency 
—some of the helps we offer 


HERE IS a very definite advantage in hav- 
ing the family washing done in the home 
—it’s easier on clothes. But the process 
need not be drudgery for the housewife who does 
her own washing, or for the woman who comes 
in. In either case, the right equipment means 
greater efficiency on wash day—clothes out ear- 
lier and the whole ironing done on the same day. 
To help you on wash day we offer water softeners, 





Ask for a laundry trays, automatic water heaters, electric 

a van i washing machines. Just telephone—we'll be glad 
e story - . . 

of the Bath.” to explain. No obligation whatever. 





Better than 
fiction, and 


as interest- (In this space your Name, 
ing to every Telephone, and 
member of 

the family. Address ) 








Advertising Means Growth 


FEW YEARS ago a young man had an idea, that he could improve 

a certain product. He made up a few samples in his home. He 
advertised in his local paper. Soon he had more orders than he could 
take care of single-handed, so he hired a man to work for him while 
he went on with his salaried job. But he continued to advertise his 
product in a small way and shortly he had to give up his job to help 
make his product. Today it is advertised in magazines of national 
circulation. Advertising is undoubtedly a factor in growth—that’s the 
reason we maintain this page. $4.20 for twelve illustrations. Order 
today. 
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ALES LETTER 
One a Week—No. 108 





With the fine weather comes again the 
possibilities for sales in homes where the 
washing is not sent out excepting during 
the winter. The Sales Letter covers the 
situation. 


JOHN BROWN 
Plumbing 3 Heating 
Two Rivers, N. Y., 
May 28, 1927 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Every housewife knows that there is an 
advantage in having the family washing done 
in the home— it’s a great deal easier on the 
clothes. 

But the fact that the family washing is 
done in he home should not mean drudgery 
for the housewife who does her own wash- 
ing, or for the woman who comes in. In 
either case, economy dictates that drudgery 
be eliminated and that the right equipment 
be on hand to assure the greatest efficiency 
on wash day. 

With the right equipment, the clothes will 
be out earlier and the whole of the ironing 
done on the same day, instead of having to 
give two days to the process. 

Here’s what we offer as wash-day help: 
Water softeners, laundry trays, automatic 
water heaters,’ electric washing machines. 
Yach piece of equipment contributes its share 
to shortening the time and lightening the 
labor. 

We shall be glad to have you come into our 
display room. 

Yery truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 129 


T WAS with a newspaper advertisement about 
] the size of the Adlet below that the young 
man spoken of in the preceding column started 
his business. His was only one of many busi- 
nesses which have commenced to use advertising 
in a modest way and have grown to great pro- 
portions. The important fact is that advertis- 
ing was used—not how much space. Your own 
business will profit. If you don’t feel you can 
afford the Advertising Editorial, use the Adlet. 








| Wash Day Help 


Water softeners, laundry trays, auto- 
matic water heaters, electric washing 
machines—these are some of the helps 
we offer to assure wash-day efficiency. 
Come in and see our displays. 
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A few of the typical 

Square “Gee”’ fittings 

used on the above 
installation. 


Friendly Fittin’s 


ON CE you start usingSquare “Gee” These quality fittin’s are good working 
fittin’s you'll never be satisfied pals many ways. They insure leak- 
to use any other kind because Square , proof connections— speed up the 
“‘Gees”’ are sure friendly with the boys work — lower labor costs and put 
that use them. They won’t even give profit-dollars in your pocket. 

you a tussle in gettin’ ’em started. Tell your jobber’s salesman that you 
Square “Gees” “come easy and fit want friendly fittin’s, Square “Gees”, 
tight.”’ on your next order. 


THE GRABLER MANUFACTURING COMPANY - Cleveland, Ohio 
New York + Chicago + Los Angeles + San Francisco 





SOUARE “GEE” 
Malleablelron PipeF IT TINGS 
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- Pennsylvania 


Re-elects James H. Lutz, Jr. 
president at tts busy 33rd 


annual convention 


presented by the executives and chairmen of stand- 

ing committees, a number of constructive talks and 
vital discussions were outstanding in the proceedings of 
the thirty-third convention of the Pennsylvania State As- 
sociation of Master Plumbers held at the Penn-Harris 
Hotel, Harrisburg, Pa., May 17-18. Of these the proposed 
state code was among the foremost topics after its induc- 
tion into the proceedings by W. M. Logan, of Harrisburg, 
chairman of the Legislative committee, who summarized 


the activities of his committee during the past year in its 
effort to modernize and broaden the scope of the existing 
state regulations, which were incepted in 1901. Sub- 
jected to much debate were the practicability of a state 
field man, the five-day week for journeymen, and some 
of the recommendations contained in the reports made by 
the executives. The formation of a state women’s auxil- 
iary was urged. James H. Lutz, Jr., was reelected presi- 
dent. 

Calling the convention to order at precisely 10 a. m., 
Tuesday morning, H. E..Foust, president of the Harris- 
burg Association, asked the Reverend M. E. Grove to 
f pronounce the invocation. Following this the Honorable 
G, A. Hoverter, Mayor of Harrisburg, welcomed the con- 
vention to the city and pointed out the importance of the 
things which plumbers represent in their communities— 
health and sanitation. 

Before surrendering the chairmanship of the meeting 
to James H. Lutz, Jr., president of the state organization, 
Mr. Foust called attention to the full page advertisement 
appearing in a local newspaper for the duration of the 
convention, which gave the public a clear conception of 
the association’s objects, and thanked those who aided 


the Harrisburg body in making possible the program laid 
out. 


. SIDE from the exceptionally informative reports 
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Top row, left picture: James H. Lutz of Harrisburg, re-elected 

president; right picture: John A. Quinn of Philadelphia, chair- 

man of the National apprenticeship committee.—Bottom row, 

left picture: Christ F. Troutwine of York, National director; 

right picture: Howard G. Yocom of Reading, newly elected 
vice president 


THE APPOINTMENT OF COMMITTEES 


FTER greeting the assemblage and commenting on 
A his unlimited pleasure at the record number in at- 
tendance for the first sound of the gavel, President Lutz 
named the following committees: Sergeants-at-arms: J. C. 
Kelley and E, T. Palmer, both of Harrisburg. Auditing: 
C. K. Will, Lancaster; G. T. Etheridge, Bethlehem; John 
H. Keane, Pittsburgh. Credential: E. D. Swoyer, Allen- 
town; W. P. Reardon, Pittsburgh; George Hicks, Phila- 
delphia. Resolutions: Robert H. Pflug-Felder, Philadel- 
phia; C. F. Troutwine, York; Fred Veith, Erie. Reading 
clerk: Christian Bachofer, Reading. 


The assemblage of ex-officios brought to the platform 
Past National and State President D. F. Durkin, Phila- 
delphia; Past State President and National Director C. F. 
Troutwine, York; Past State Presidents W. H. Ambrose, 
Philadelphia; George F. Uber, Philadelphia; S. S. White, 
Pittsburgh; George B. 
Stewaft, Pittsburgh; 
Charles K. Will, Lancaster; 
Richard Turner, Wilkes- 
Barre; John A. Quinn, Phil- 
adelphia; Christian Bach- 
ofer, Reading. All were 
applauded for the construc- 
tive work they had done in 
the past years. John A. 
Quinn, spokesman for the 
group, mentioned the in- 
spiration he gained by 
mingling once again with 
the ‘fold guard” and called 
attention to the words of 
the Mayor, saying they 
should be carried home be- 
cause of the fact that in 
many communities there is 














Pennsylvania association 
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Globe Globe Disc Gate 
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O-B Globes and Gates 


Reputation Builders 
For Master Plumbers 








HETHER you install one valve, 
ten valves, or a hundred valves 


each day, each and every one has a 
direct bearing on your reputation. If it 
stands up in service and operates per- 
fectly—you get the credit. 


0-B Globe Valve 

Composition Disc If, however, just one of those valves g0e€S —o.B No. 20 Line Flexitite 
bad—your reputation for doing good reliable “aan 
work is greatly affected. Why take even one 


unnecessary chance? 


O-B Valves are built for those who are tired of 


taking unprofitable risks. They are built for 
those who cherish good reputations and want 
to enhance them. 


Ask your Wholesaler to tell you about O-B 
Globes and Gates—and the complete line of 


O-B Valves. Or write us direct for detailed 
particulars. 





Ohio Brass Company 


O-B Globe Valve Mansfield, Ohio O-BNo.21 Line Rising Stem 
No. 1 Line 268V Flexitite Disc Gate Valve 


Brass Disc (Patented) 
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the public. Complimenting the ladies for their part in 
swelling the attendance, Mr. Quinn gave way to George F. 
Uber, one of the oldest members of the state body, and the 
only living member present who helped to organize the 
Philadelphia local. Mr. Uber also greeted and thanked the 
ladies for their presence and commented that he had not 
missed one of the thirty-three state conventions. 


WM. G. BERGNER ON TRADE EXTENSION 

ILLIAM G. BERGNER, secretary of the National 

Trade Extension Bureau, Evansville, Ind., upon be- 
ing presented outlined the proposed enlargement of the 
bureau’s departmental activities especially the sales help 
division and the contemplated establishment of a test 
campaign to deal with pro- 
motional and selling prob- 
lems in the various dis- 
tricts to determine the best 
way to promote the indus- 
try in different sections of 
the country, also the in- 
troduction of a speakers’ 
bureau to be comprised of 
men to give talks at group 
meetings with the thought 
in mind of increasing in- 
terest and improving the 
position of the industry. 
“We in your bureau are 
hoping to have representa- 
tives in the east and west 
permanently,”’ he said. An- 
other point touched upon 
by Mr. Bergner was the es- 
tablishment of 1,000 new 
display windows and sales 
rooms in places of business 
of plumbing and heating contractors throughout the coun- 
try. He continued: ‘‘The industry has before it the ever 
increasing competition of many other industries for the 
consumer’s dollar which has to be met with modern busi- 
ness methods similar to those employed by other suc- 
cessful merchandisers.’’ Continuing the speaker remarked, 
“The Trade Extension Bureau is looking to the state or- 
ganizations for a great deal of help to finance its pro- 
gram in meeting the tremendous strides the industry 
will take this year and next.’’ Concluding, he pledged 








Top row: H. Earl Foust, president of the Harrisburg asso- 
ciation; Prof. S. E. Dibble of the Carnegie Institute of Tech- 
nology, Pittsburgh; John H. Keane, secretary-manager of 
the Pittsburgh association——-Bottom row: C, W. Brown, J. R. 
Seacrist, plumbing inspector, and J. 8S. Simmonds, all of York 
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the bureau’s cooperation with the Pennsylvania master 
plumbers. 
The noon adjournment was preceded by an expression 


~ 


of thanks from S. S. White to the ladies of Harrisburg for 
the beautiful flowers sent his wife who became ill during 
the convention, and a motion by Past President Durkin 
that a telegram of greeting be sent the New Jersey Asso- 
ciation of Master Plumbers in session at the same time 
at Newark, N. J. 


THE PRESIDENT’S REPORT 
RESIDENT LUTZ in his report recounted the under- 


takings of his administration in its endeavors to 
strengthen the membership of the association and to 
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broaden the scope of the organization’s activities. Di- 
gests of the numerous meetings held during the year were 
set forth, also a synopsis of the steps taken to put before 
the state legislators the proposed state-wide code. An 
attorney was engaged to phrase the latter in legal lan- 
guage after it was worked out at meetings attended by 
master plumbers, journeymen, and city officials. The 
president enumerated other’ welfare meetings held 
throughout the state which were addressed by Colonel 
Wm. G. Archer and B. Joseph O’Donnell, field men of the 
Trade Extension Bureau. 

The annual message of the state executive also re- 
counted the steps taken by his office to eliminate the vio- 
lations of the law governing the separation of plumbing 
and heating contracts from general contracts let by the 
state. 

In addition the report carried recommendations that 
the per capita tax of local associations be increased, 
that an amount of money be set aside annually to de- 
fray the expenses of representatives sent to the confer- 
ences of secretaries, that each member pay a registration 
fee, and that a seal for display purposes be supplied each 
member at the expense of the state association. Refer- 
ence was also made by President Lutz to the yearly con- 
ferences at Carnegie Institute and members were urged 
to attend more religiously. He concluded his report with 
an expression of sympathy for Messrs. Pflug-Felder and 
Bachofer in the loss of their wives during the year, and 
an expression of gratitude for the aid his officers had 
given him, especially Secretary-Treasurer Hammersla, the 
National Trade Extension Bureau, of Evansville, Ind., and 
the trade papers. 


(Continued on next page) 
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ADASCOK: 


Steel Water Heaters 
Heat Twice as Much 


KEWANEE BOILER CO., Kewanee, III. 
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FLU SH VALVE 





Simplex Flush Valves deliver a 
steady uniform flush under high 
or low pressure. They are readily 
installed on any type bowl. 


Further details furnished 
on request. 





The Hudson Concealed Shower 
Body Features 
1—red brass made from ingot melted electrically 
2—tested against 150 lbs. water pressure 
3—china adjustable flanges with N. P. shanks 
4—non-cemented china handle screwed rigidly 
by china-index button 
5—by-pass connections and union couplings 


HUDSON BRASS WORKS.INC.,BROOKLYN.NLY. 






































Built to give maximum service, 
this grease trap will fully satisfy 
your customers. Moderately 
priced, too. Write for catalog of 
the complete ESTABROOK line. 


R. ESTABROOK’S SONS 
204 First Street 
ts Mass. 
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THE SECRETARY-TREASURER’S REPORT 


W. HAMMERSLA, Harrisburg, secretary-treasurer, 
H. tendered a report which was said by many to be 
the most comprehensive ever submitted. It also con- 
tained a number of recommendations, among which were 
the distribution of copies of up-to-date by-laws, the estab- 
lishment of a new office to be known as that of librarian, 
the creation of the office of a permanent secretary and 
field man, the inauguration of a registration fee for 
financing conventions, an annual allotment of $100 to 
the secretary and treasurer for stenographic and clerical 


Top picture: The Philadelphia delegation.—Middle picture: 
The Erie delegation.—Bottom picture: Part of the Wilkes- 
Barre delegation 


assistance, the issuance to members in good standing of a 
state affiliation placard, and the encouragement and aid 
in the formation of a state women’s auxiliary. 

Embracing the organization activities during the year 
Secretary Hammersla’s report disclosed that 26 new indi- 
vidual members had been acquired and five new associa- 
tions with a total membership of 66 had been formed and 
affiliated. These associations were Hazelton, Jersey 
Shore, Lock Haven, Wellsboro and the Warren Sanitary 
Association. The membership was reduced to the extent 
of 54 by suspensions. The financial statement of the 
association showing receipts of $16,388.14, expenditures 
$14,237.01 and a balance of $2,151.13, was incorporated 
in the report and was later confirmed by the auditing com- 
mittee. 

A record of the following deaths of members during 
the year was incorporated in the secretary’s report: T. G. 
Wilde, Harry Boon, John Nield, W. V. Ryan, W. R. Smith, 
W. R. Nicholson, all of Philadelphia; E. M. Tate and 
Frank Lenigan of Pittsburgh; J. L. Shope and H. T. Keif- 
fer of Harrisburg; John Lechner, Berwick, and M. J. 
Mahan, Wilkes Barre. 


PROFESSOR 8S. E. DIBBLE’S ADDRESS 
ROFESSOR SAMUEL E. DIBBLE of the Carnegie In- 
i cine of Technology addressed the convention on the 
importance of teaching the public the needs for sanita- 
tion in their homes and proving to them that without the 
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‘““Kasy to buy” means 


UTOMOBILES, washing ma- 

chines, vacuum cleaners—all 

sorts of things that cost a consider- 

able sum of money—are sold on the 

installment basis. That is how the 

Kohler Electric Sink is sold to the 
average home owner. 


And that is the reason for the 
Kohler Time Payment Plan—to make 
it easy for the public to buy; easy 
for the plumber to sell. The plan is 
clean-cut, simple in its operation. It 
enables the plumber to concentrate 


KOHLER CO, Founded 1873, KOHLER,WIS. 
Shipping Point, Sheboygan ,Wis.- Branches in Principal Cities 


‘easy to sell”’ 


all his energies where they will pro- 
duce results—selling and installing. 

The Kohler Time Payment Plan 
helps you with the sale; it takes care 
of collections; it insures your profit. 
It sees to it that you get back all 
your cost and all but a few dollars 
of your profit as soon as the installa- 
tion is done. 

Let us tell you more about the 
Kohler Electric Sink selling oppor- 
tunity. There’s money in it. Just 
mail the coupon. 









KOHLER CO.. Kohler, Wis 
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Don’t fail to attend the National Convention, Minneapolis, June 20th to 24th 
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Mechanical Soundness 


SounpneEss in malleable iron 
pipe fittings means more than 
suitable metal. It means correct 
foundry practice and proper design. 
<@> fittings are free from metallur- 
gical and mechanical flaws, and are 


built to meet the most exacting de- 
mands of steam, air, gas and fluids. 
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May 28, 1927 


work of the plumber a backward step would be taken. 
“Bach plumber should try to build up his standards or 
knowledge of his business in order to accomplish this.” 
The professor pointed to the work being done by the 
Trade Extension Bureau, institutions and the trade pa- 
pers to this end. ‘At present,” he said, “60 men are 
working for the bachelor’s degree and 50 are taking the 
short course at Carnegie Institute, and an increased ap- 
propriation for the enlargement of this work has just 
been made.” Touching on the work of the proposed 
plumbing code in Pennsylvania, the speaker said, that 
due to differences of opinion in various cities the com- 
mittee should include a representative of the medical 
profession and an engineer, and that the code should 
raise the standard of knowledge of the plumbing business 
and require that men entering business should be better 
equipped. Professor Dibble further suggested that local 
associations have men address them on bacteriology and 
sewage disposal and also dispel the idea that plumbers’ 
meetings are secret affairs. Treating on research work 
he said, “The industry must do considerable of this to 
be in a position to prove statements,”’ and offered his as- 
sistance and the data at Carnegie gratis as a beginning 
for compiling a single volume of all the research work 
that has been done. ‘The medical fraternity and the 
American Health Association have done a great deal of 
this work, as has the United States Bureau of Standards, 
which information is all available. The cost of this work 
would only entail the expense of a competent clerk which 
undoubtedly could be covered by $1,000 for the first 
year.” Concluding, the speaker said that, if each state 
did this, there would without doubt be much duplication, 
but that if one state took the lead it would be more 
economical. 


JOHN A. QUINN ON APPRENTICESHIP WORK 
OHN A. QUINN, chairman of the National Apprentice- 
J ship Committee, gave a most interesting discourse on 
the activities of his committee. As the result of a sur- 
vey made immediately after the formation of this group, 
which put the total number of journeyman plumbers in 
this country at 73,000, the number of journeyman steam- 
fitters at 29,000, and the total number of apprentices at 
not more than 5,000 instead of an estimated number of 
12,000, steps were taken to prepare instruction material. 
With this in mind, according to Mr. Quinn, a text book 
was completed and is ready for distribution. “On Janu- 
ary 1, 1927, there were 121 schools offering plumbing 
instruction with an attendance of 6,181 apprentice plumb- 
ers, 1,696 journeyman plumbers, 699 apprentice steam- 
fitters, and 221 journeyman steamfitters. Since January 
1 ten schools have organized classes and there are many 
others in process of formation.’’ Conferences for the 
training of instructors to handle the ever-growing appren- 
tice classes are held in Pittsburgh in cooperation with 
the University of Pittsburgh and Carnegie Institute of 
Technology, with an attendance of 32 at the last confer- 
ence held February 28 to March 12, according to Mr. 
Quinn. With the urge that local committees at work 
proceed with confidence and in cases where no such com- 
mittees have been formed that preparation be immedi- 
ately made for such activities, the speaker ended his mes- 
sage. 

E. H. McGlarrity, plumbing inspector of Bethlehem, 
exhibited a piece of hollowed walnut log which was dug 
up during 1926 in Bethlehem where it was laid in 1755 
for the water supply of the community. Mr. McGlarrity 
explained how plugs were used to draw off the water as 
it was needed. 

Howard F. Bronson of the State Health Department 
and occupied with the promotion of modern homes with 
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The ever increasing preference for 
Honeywell is not without reason. It 
is based upon a mechanical simplicity 
which assures a degree of dependability 
unique in automatic control. Q In ser- 
vice Honeywell is functioning ac- 
curately day in and day out—without 
annoying interruptions or the need for 
special service. Q It is bringing to every 
type of heating plant an enhanced 
measure of efficiency, economy and 
safety. Q That is why the leading man- 
ufacturers of heating boilers are today 
recommending Honeywell exclusively ; 
and, of the imported automatically 
controlled domestic oil burners a sub- 
stantial majority is equipped with 


Honeywell. 


HoneyYweE._t Hratinc SPECIALTIES Co. 
WABASH, INDIANA 


HONEYWELL 


Temperature Regulators 
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Essex 
Steam 


Boiler 


over fifty years of manufacturing 
experience have produced a line of 


boilers, the unfailing and economical 
performance of which is a source of 
satisfaction both to us and to the in- 
creasing number of discerning heating 
engineers and contractors who are 
enjoying the good will and profit 
which comes from specifying Gurney 
Boilers. 


GURNEY HEATER MFG @MPANY. 


GENERAL OFFICES . BOSTON, MASS. 


4 93-97 OLIVER ST., FORT HILL SQUARE 
= GURNEY HEATER CO., Inc. GURNEY HEATER M’F’G CO. GURNEY HEATER CO., Inc. 

ie New York City Office Richmond Office Philadelphia Office 
% and Warehouse ‘ 4 h and Warehouse BY 
© Manley St., Cor. Anable Ave. Cor. East Main and Ninth Sts. Cor, 21st St. and Washington Ave. # 
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petter environment, ad- 
dressed the convention on 
the disposal of sewage 
when no sewers are avail- 
able. He analyzed the 
action and disposal of waste 
when septic tanks are em- 


ployed. . 


RESOLUTIONS 
MONG the resolutions 
A proffered and acted 
upon favorably were the 
following: The endorse- 
ment of John A. Quinn as 
candidate for vice president 
of the National Assocation. 
The opposition of the 
of the National Association. 
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to a five-day week in Penn- 
sylvania, 


The appointment of a 
field man by the national 
organization to cover various sections of the country for 
forming locals and increasing membership. 

The proposal to bring up at the National Association 
convention a resolution intended for adoption by that 
body in which manufacturers of boilers will be petitioned 
to establish a uniform rating and eliminate the now exist- 
ing commercial rating. 

A petition to the National Association to forward a 
movement for the selection of a national slogan. A peti- 
tion to'the National Association that a survey of the re- 
search work done by the various associations, colleges 
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and societies be made and the data grouped and classified 
for the benefit of the plumbing industry. 

Included in the recommendations which were incor- 
porated in the reports of the various committees and of- 
ficers and which were acted upon favorably were: 

That distribution be made of revamped copies of the 
by-laws. 

That important papers of each convention be retained 
and put in the hands of each incoming secretary, filed in 
steel cases. 

That an annual allotment of $100 be authorized to the 
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Support the Stack! 
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INSERTABLE JOINT 


The powerful set screws 
grip the pipe and ‘‘takes 
up the slackinthestack.’’ 


Costs No More 
The ONLY insertable 


joint that supports the 
stack and holds the line 
at any height in the tel- 
escope hub. 
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secretary for stenographic and other clerical assistance, 
That a state affiliation placard be issued to each mem- 

| 1g ber. That the formation of a state women’s auxiliary 
Px ae MARK RE be given the support of the incoming board of directors, 
WATER’HEATER That the incoming officers draw up a petition to the 


Census Bureau to classify women as homemakers. 


The 
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patented Kerogas vad (Hot- : py prior to the final adjournment James H. Lutz, 


ae a as as ees a Jr. was re-elected president and renamed Harry W. 


a = e Hammersla as his secretary-treasurer with the unanimous 
=) an Bed ety Pgh Le. consent of the delegates. Howard G. Yocum was made 
economical. , vice president, and the following were made directors: 
Made in 3 sizes — write for complete information. 
THE HOTSTREAM HEATER COMPANY 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALTE representing the most advanced ideas in 
sanitation. | Economy of operation and ease of in- Top row: John F. String of the Combustion Service Corp.; E. 
stallation. Duojet Closets Flush Valves — Self-Closing D. Swoyer of Allentown; Harry C. Hoeft of the Combustion 
Basin Cocks—Combination Lavatory Fixtures—Pop- Service Corp.; Robert Burnes of the Sloan Valve Co.; John 
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S. S. White, Pittsburgh; Morris Ward, Johnstown; Harr; 
Stilwell, Philadelphia; W. W. Lewis, Pittston. Reading 
was chosen as the scene of the 1928 convention. Votes of 
thanks were given to the trade press, the officers, and the 
Harrisburg association. 





“GOLD NUGGET” ENTERTAINMENTS 
BRASS FERRULES NCLUDED in the attractive entertainment program 


ae mm een ty | , was the informal dance, an innovation injected into 
rom Nepean mete die we of the convention program, given in the hotel ballroom on 
ooo the evening of the 16th. In addition to affording the 
house delegates, their families, friends, and guests a social get- 
use . its together it proved an exceptional incentive for those in- 
RICH MOND tending to be present at the convention to reach Harris- 
Foundry & Manufacturing Co. burg well in advance of the convening. Interspersing 
RICHMOND, VIRGINIA : 

: the dances several vaudeville numbers were presented, 
the contribution of the Raub Supply Co., Lancaster, Pa., 
to the evening’s enjoyment. C. G. Grier, Harrisburg 
master plumber and chairman of the entertainment com- 
mittee, led the ‘‘Society Quarvet” in a number of songs. 

Luncheon was served the ladies attending the con- 


The Prier Radiator vention on Tuesday at the Colonial Country Club, and in 


the evening they attended together with their escorts a 
Valve theater party. The men earlier were served a stag lunch- 
BIG feature of this fine valve is its eon at Mannerchor Hall. A visit through the State Capitol 
easy opening and closing. Positively occupied the women on Wednesday morning with a lunch- 
will not bind. Handles can- eon at Cravers’ Tea Room in the afternoon. 
mum ~=not come loose from stem, as President and Mrs. Lutz were presented with flowers 
F | Bi mounting plate is moulded into by the Chamber of Commerce and Kiwanis Club. The 
a §=composition. Brass body and Central Association presented Mr. Lutz with a clock and 
parts—genuine Jenkins disc Mrs. Lutz with a fan to commemorate the re-elected presi 
securely held. Get further dent’s fiftieth birthday. Each of the women guesis re 
facts. Ask for Folder D. ceived a white gold brooch. G. W. Palmer of Harrisburg 
also presented President Lutz with a bouquet of roses 
on Wednesday to commemorate his birthday. 
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A Bathroom LUXURY every home can afford 


White—clean—sanitary— durable—easy to install— 
lds beauty to any bathroom 


HAT accessory in your bathroom is subject 

to more critical inspection by guests, than the 

toilet seat? If it is dark-colored, cracked or old, it 

is sure to be noticed, though they never mention it 
to you, 

Fortunately there is no need for such embarrass- 

ment, for the Church Sani-White Seat, though con- 


T 
nevertheless priced low enough for the most mod- 
en cottage. 


Adds New beauty 
Tus Cherch Sani “White Toilet Seat adds new 
d pleasure 





to see what a difference it makes in the appearanc: 


Its handsome, white surface is not a paint, en- 
amel, or lacquer. It is a durable, ivorylike sheath. 
ing, welded over the seat. It will not crack, split, 
wear off, splinter, or change color. 

You can easily put a Church Sani-White Seat 
‘on any toilet in a few minutes, with an ordinary 
pair of pliers. It can be taken off just as easily if 
you move to another house of apagtment 

Telephone or visit your neighborhood plumb- 
ing store 

Send for,“‘4n Easy Way to Make A 

os More Attractive" 
‘Tuts is the title of an ateractiv yely ihustraced fietle 


of the room. Iki pure whier—the color of cloanll- pon now an 


ness—and is as casy to keep clean as porcelain. 


(key), Holyoke, Mass. 


FOR SALE AT ALL PLUMBING STORES 


BOOK CADILLAC HOTEL, DETROIT, MICH. 
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Going into 12,000,000 homes this spring 
looking for CHURCH SEAT prospects 





— SERVICE — 


ATLANTA 
BOSTON 
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JACKSONVILLE 


KANSAS CITY, MO. 
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MIAMI 
MINNEAPOLIS 
MONTREAL 
NEWARK 
NEW ORLEANS 
NEW YORK 
OKLAHOMA CITY 
PHILADELPHIA 
PITTSBURGH 
ST. LOUIS 
SEATTLE 
STAMFORD, CONN. 


WASHINGTON, D. C. 














Churc 


sani~white 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 


FuLt page Saturday Evening Post ad- 
vertisements. Full page Good House- 
keeping advertisements. Twelve muil- 
lion of them this spring. Starting the 
sales of many Church Sani-White Seats 
for our retail distributors. And these 
twelve million advertisements are only 
a part of the tremendous advertising 
campaign we are running this spring 
in newspapers and magazines. 


We are calling your attention to this 
spring and summer campaign at this 
time to give you_an opportunity to 
cash in on it. This campaign will 
start the sale of many Church Sani- 
White Seats right in your town. Who 
will finish those sales? Who will 
ocket the profit from those sales? 
Che Church retail distributors in your 
town! 


C.F. CHURCH MFG. CO., Dept. S-18, Holyoke, Mass. 


And remember that while the actual 
seat sales resulting from this advertis- 
ing are profitable in themselves—in 
addition, they are often the opening 
wedges to complete bath-room re-out- 
fitting jobs. 

For example we recently received a 
letter from a plumbing dealer in New 
Jersey which read, “I wish to acknowl- 
edge your inquiry postal in regard to 
prospect, Mr. 

My visit to him resulted in a sale of 
a No. 142 Seat. J also obtained at the 
same time other work which will mean 
considerable profit to me.” Church 
Seats offer plumbing dealers a real 
opportunity for profit. Send coupon 
today for complete information on 
how you can become a Church retail 
distributor. 
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Please send me full information immediately on how | can become a Church 


retail distributor. 
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Accurate = 


Sloan Royal Flush Valves 


always deliver the exact 
amount of water required 
by the fixture. No more 
—that’s waste. No less 
—that’s insanitation. 


Then they shut off auto- 
matically whether the 
handle is held or released. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 


Although keen competition, a fairly general surplus of 
materials and some uncertainty about prices of a few 
lines can not be disregarded in a review of business con- 
ditions in the plumbing and heating industry, activity in 
the past week has represented a well sustained move- 
ment into consumption and unchanged price sheets. Chi- 
cago’s building program is in large volume, and, while 
weather recently has had a retarding effect on some new 
construction, much work has been started and is calling 
contractors’ organizations into increasing activity. Whole- 
salers, therefore, report a steady call for deliveries from 
their trade, with the week’s invoices indicating a substan- 
tial turn-over. 


In practically all lines, the volume of business done so 
far this year is slightly under that done during the same 
period of last year. The shrinkage, however, in itself, 
is not enough to disturb manufacturers. They are more 
concerned with marketing that will make what business is 
done more profitable. This is also true of the wholesaler, 
whose business volume has become, in most reports, a 
secondary issue to the profits possible to make. Competi- 
tion, a desire for volume and over-production are reflect- 
ing themselves to a considerable extent in prices that are 
quoted. But, divorcing this important phase of business 
from volume itself, business is holding up quite satisfac- 
torily. 

No price changes were announced during the week. 
Quick deliveries are possible in every line. No departure 
is noticed from the prevailing custom of ordering only in 
quantities to cover actual needs, which, under current 

. conditions, would mean frequent orders and larger-sized 
orders than were necessary a month ago. The various 


industries are operating from 60 to 75 per cent of capac- 
ity, on the average. 

April shipments of enameled sanitary ware, as reported 
to the Department of Commerce, totaled 371,433 pieces, 
as compared with 380,774 pieces in March and 289,117 
pieces in April, 1926. April shipments of domestic water 
softeners, as reported to the Department of Commerce, 
were 838 units, with a net sale price of $114,613, as com- 
pared with 790 units in March, with a net sale price of 
$101,760, and 716 units in April, 1926, with a net sale 
price of $110,676. 

Soil Pipe 

An increase in demand is noted by most manufacturers 
in this territory, which is in part attributed to the fact 
that contractors’ needs are growing steadily. Another 
factor that has acted as a stimulant to soil pipe business 
is the ninety-day price guarantee issued recently by sev- 
eral foundries, these makers stating that many wholesal- 
ers are manifesting added interest since this guarantee 
went into effect. A slight change is noted in the tone of 
orders reaching makers in that wholesalers are often call- 
ing for somewhat larger quantities than was the rule dur- 
ing the first three and one-half or four months of the year. 
Wholesalers, however, are not anticipating their require- 
ments, continuing to buy pipe as current needs indicate 
Prompt deliveries are possible at all sources. 
not changed. 


Prices have 


Steel Pipe 
While fairly good demand prevails for steel pipe, 
one maker in this territory states that the past few days 
have witnessed a slight falling-off in tonnage. This is at- 
tributed to a decrease in the number of orders, however, 
as wholesalers are buying in about the same quantities as 
in the previous few weeks. Mill operations being 


a 


are 





REVIEW of conditions pertaining to the plumb- 
ing and heating business during the past week 
shows a steady movement of materials into consump- 
tion. Activity, however, varies in the different sec- 
tions of the country. While construction activity is 





being maintained at a good level in nearly all locali- 
ties, some naturally are enjoying more than others. 
The large building program outlined for New York 
City has been interrupted to no small degree by labor 
troubles. This was partially cleared up during the 
week, however, with the return to work, under court 
order, of the Manhattan journeymen. Those in 
Queens, Brooklyn and Richmond, were still out at the 
time of going to press. 

Manufacturers report a slight increase in demand 








ACTIVITY MAINTAINS UPWARD TREND 


_ample stocks of manufacturers to supply them with 


for some commodities while in others no change is 
apparent from last week. Even in view of the large 
amount of construction, wholesalers are not 
ipating their requirements, but are relying on the 


antic- 


material promptly when called upon for larger quanti- 


ties than possible to take care of from their own 
stocks. 
makers during the 


In 


No major price changes were announced by 
week and in general, the price tone 
is a firm one. New York and Philadelphia, how- 
ever, one cast brass maker issued a new sheet ad- 
vancing prices on some items and lowering them on 
others. Wholesalers’ prices have not changed and 
still maintain a low level. This condition prevails in 
most sections. 
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United Bath and 
Shower Fixture No. 
275A with nickeled 
over the rim _ tub 
filler. All wearing 
parts of valves re- 
newable from front 
of wall. 


Twenty years and more from now tenants who live in 
apartment houses equipped this summer with United 
Brass Plumbing Goods will enjoy the same smooth 
faultless service these fixtures give the tenants who 
move in this fall. And the owner will have paid out 
little or nothing for repairs. It is good business for 
Master Plumbers to sell this kind of satisfaction. 


United Automatic Ba 
oo Moe an ae THE UNITED-OBERNDORF CORP., CLEVELAND, OHIO 


(Kuhnle Pattern). Can be 
used with No. 275A, illus- 
trated above, instead of 


chain and rubber plug Ni | — 


TRADE MARK REG, IN U. S, PAT, OFFICE 
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maintained at a sufficiently high rate to insure very prompt 
deliveries. Wholesalers, also, can deliver pipe as wanted. 
Mill prices have not changed. 
Wrought Tron Pipe 
prevails for iron pipe 


A consistent demand wrought 


brought about by growing needs of plumbing and heating 
contractors. While individual orders are not for large 
quantities, they are numerous enough to account for a 

Wholesalers have well assorted and 
sufficiently heavy stocks to deliver pipe as wanted. Mill 
stocks are also ample and prompt deliveries are available 
Prices have not changed. 


substantial tonnage. 


from that source. 
EKnameled Ware 
Shipments of enameled sanitary ware during April were 
82,316 pieces more than during the corresponding month 
of last year, according to the Department of Commerce. 
The same report reveals that stocks at the end of April, 
1927, 891,232 pieces, as 74 


were with 907,223 
pieces at the corresponding period of 


compared 
last Most 


business reaching makers is for immediate shipment and 


year. 


consigned for actual consumption, with little forward buy- 
ing being reported. No difficulty is experienced among 
makers in delivering material as Wholesalers, 
also, are able to supply the needs of contractors promptly. 
changed. 
Pottery 

Potters report business maintaining about the same level 
as last week, with a fairly active demand for wash-down 
The bulk of new staple business is for 


wanted. 


Prices have not 


bowls and tanks. 
small quantities, but as these orders are quite numerous, 
ware moving is satisfactory in the 
Lively interest is manifest among 


the total amount of 
opinion of most makers. 
wholesalers concerning specials, many inquiries reaching 
makers for this type of ware for later shipment. 30th 
manufacturers and wholesalers have good stocks of staple 
items and prompt deliveries are possible. Prices have not 
changed. . 
Range Boilers 

Range boiler business continues to be confined mainly to 
actual consumption needs of contractors. Manufacturers’ 
stocks are ample, and, in view of this and the uncertain 
refraining from buying 
themselves 


wholesalers are 
contenting 


price situation, 
boilers in large quantities, 
maintaining their inventories at a sufficiently high level 
to take care of their customers’ current requirements. No 


with 


price changes were announced during the week. 
Plumbers’ Brass Goods 

A fairly good movement of cast and tubular brass goods 
prevailed during the past week, according to manufactur- 
ers’ salesmen in this territory. Wholesalers have not 
abandoned their policy of purchasing in small quantities 
Stocks of 
ade- 


as indicated by their customers’ requirements. 


both manufacturers and wholesalers, however, are 


quate to insure early deliveries. Prices have not changed. 
Boilers and Radiators 

Reports from boiler and radiator manufacturers indi- 

cate that business so far this year is about on a par with 

that of last Nearly all business being 

placed is marked for early shipment. Ample supplies at 

manufacturing sources enable makers to give prompt at- 


year at this time. 


tention to their customers’ requests for immediate deliv- 


ery of heating equipment. Prices are firm and have not 


changed. 


The Swilley Plumbing Co. has been in- 
Swilley, George C. Swilley, 1407 


Houston, Tex. 
corporated by William W. 
Indiana street, and L. A. Wilkening. 

Columbia, S. C.—-The Waldrop Heating & Plumbing Co. 
has been incorporated, with a capital of $10,000, by L. F. 
Waldrop, F. M. Gay and D. G. Gay, all of this city. 
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NEW YORK 


While conditions, from the standpoint of manufacturers 
and wholesalers, improved slightly in New York since the 
last writing, labor troubles were only partially cleared up 
during the week, the only change of note being the re- 
turn to work, under a court order, of the Manhattan jour- 
neymen. The Brooklyn and 
Richmond boroughs were still out at the time this report 
named 


union men from Queens, 


was written, although masters of the second sec- 
tion had warned the men to be back at work by 
date or their jobs would be considered forfeited. 

Demand in Northern New Jersey is not of particularly 
high order, although it is better than it was a month ago. 


Westchester County is producing a fair call for plumbing 


a certain 


and heating goods. 

Prices have not changed during the week, manufactur- 
ers’ figures generally retaining their firm tone, and job- 
bers’ quotations showing little change from those in effect 
for some time. Deliveries of most products covered by 
this report can be made without delay. 

Soil Pipe 

The companies which on May 4 issued 90-day guaran- 
tees against decline in prices state that these guarantees 


are bringing in some specifications from jobbers, as the 


wholesalers feel safe in placing orders for requirements 


covering that period under these guarantees. Total busi- 
ness placed does not aggregate the volume that it would if 


plumbers were working, however. Prices have not 


changed during the week. Prompt deliveries are the rule. 

Steel Pipe 
Business on steel pipe has not fallen off as much as it 
has on many other products used by the master plumbers, 
demand created for heating 


because of the additional 


work. One large mill reports an excellent business for the 
first three weeks of the month, despite the strike, its rep 
resentative stating May would be close to a record month 
if the strike could have been settled in time to give them 
business at the close of the month. 


a normal week’s 


Prices continue firm and unchanged. There is no delay in 
deliveries. 
Wrought Iron Pipe 

The condition noted in steel pipe is also true to some ex- 
tent in the wrought iron pipe business, with demand better 
than some makers thought it would be with plumbing op- 
Orders continue, on the average, to be 
Karly 


erations tied up. 


small. Prices are unchanged, continuing firm. 
shipments can be made. 
Knameled Ware 
Demand for enameled ware is not what it should be at 
this season of the year, but manufacturers and wholesalers 
Man 


Demand from 


hoped for an impetus in orders from contractors in 
hattan as the journeymen go back to work. 
Westchester County Island, 
County, 
tinue to buy in small lots, in the majority of 


outside of Queens 
Wholesalers 


instances. 


Long 
fairly 


and 


continues to be good. con- 


Prices have not been changed, with occasional weakness 


reported when larger orders are involved. The average 


manufacturer has a large enough inventory to ship with 
out delay. 
Pottery 

The demand upon potters for the type of ware used in 
New York City has been very light, as has been true since 
the labor troubles developed. Conditions in Northern New 
Jersey are reported improved by one large potter, another 
maker reporting no change in the impetus of demand in 
that section. stabilized, on the lower 


base, for staple combinations. 


Prices appear to be 
No price changes were an- 
nounced during the Most 
stock of staple ware and can ship without delay. 


week. potteries have ample 
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Range Boilers 
Manufacturers state they are not surprised at a lack of 
pick-up in demand during the week and express them- 
selves as satisfied with the quality of the demand, con- 
Wholesalers their 
Prices have not 


sidering recent conditions. continue 


tendency to buy in small amounts. been 


Quick shipments are assured by large invento- 


changed. 


ries at sources of supply. 
Plumbers’ Brass Goods 

Demand for cast brass goods apparently is holding up 
better under trying conditions than for tubular products, 
salesmen representing 
making the 30th 
that shipments have been held up, on the order of distrib- 
The new 


judging by reports received from 


concerns two types. report, however, 


utors, in instances. sheet on cast brass 


goods, issued by one large company recently, appears to 
with 


some 


be merely a revision of prices on some articles, 


slight recessions on some items and slight increases on 


others Deliveries of most items can be made without 
delay. 
Boilers and Radiators 
Business for the month of May will be fair, and in many 


fair, reports from manufacturers indi- 
fact that 
part of last month 
This is due to a revival of interest in heat- 


they with 


better than 
despite the 


cases 


cate, considerable tonnage was 


booked the latter before the period 


price ¢ hange. 


ing by contractors who find cannot proceed 


plumbing contracts. Prices have not changed. Deliveries 


are prompt. 


PHILADELPHIA 


continues to be the chief 


approxi- 


amounts 
Philadelphia 


Buying in smaller 


characteristic of the market, with 


mately the same number of invoices from day to day as 


was true at this time in 1926, but with a total volume 


Demand has apparently 
fairly 


smaller than last year’s figures. 


been more or less stabilized on a active basis, a 


slight increase being reported by some firms, with others 
stating there is little difference in the business placed 
from week to week 

W holesale 


Baltimore and 


fairly firm in Philadelphia, firm in 
Washington, Virginia 


prices are 
rather weak in and 
the Carolinas. Manufacturers’ prices of most items cov- 
ered by this report are firm, with no price changes noted 
during the past seven days. Delivery conditions on prac- 
tically all items are excellent, with large stocks at points 
of origin. 
Soil Pipe 

Wholesalers are reported to be placing considerable 
business with foundries, especially those who have guar- 
anteed prices until August 1, and some of these contracts 
call for 


product 


shipment at once. Generally, demand for this 


appears to be fairly good, with considerable im- 


provement over April shipments manifest. Prices have not 
been changed, most sales being made on the less recently 


established base. Early shipments can be made. 


Steel Pipe 
falling-off in denand during 
this being looked upon, however, as merely 


‘wo mills report a slight 


the past week, 
one of the unaccountable lulls in demand that are some- 


times experienced for a few days. The average whole- 


saler has not built up a large stock, and is often in the 


market with requests for shipments of small amounts. 


Prices continue steadily firm Shipments are not delayed. 


Wrought Iron Pipe 


Lack of unanimity in reports from manufacturers con- 
that the 


from 


tinues, forcing the conclusion market is spotty, 


With demand coming chiefly wholesalers who have 
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allowed stocks to fall below accepted margins of safety 
and who desire to build their inventories up. Prices are 
holding the level that has maintained for several 
Ample stocks in mills make quick shipments pos- 


been 
years. 
sible. 
Enameled Ware 

Optimistic reports continue to be received from manu- 
facturers of this product, who are unanimous in reporting 
demand. One large maker, whose reports on the 
quality of demand have been less optimistic than others, 


good 


now agrees with his competitors. This manufacturer also 
states it takes his factory from ten days to two weeks to 
ship assorted cars of staples, but other makers apparently 
Prices are unchanged. 

Pottery 

The recent decreases in price of staple wash-down com- 


can give better service. 


binations have had a depressing influence on the quality 
of demand. The average wholesaler has not a great deal 
of this type of ware left, but is not anticipating future 
needs to any considerable extent. Potters are daily ex- 
pecting receipt of considerable 
ware used in 


business for the type of 
big buildings, but contractors are slow in 
placing orders. So far this year incoming orders for this 
territory are a little less than for a year ago. Shipments 
April 


normal. 


for the first quarter were about equal to last year. 
while May about 
Prices have not changed. Early deliveries of staples can 


showed a decline, should be 
be made. 
Plumbers’ Brass Goods 

Tubular salesmen report a steady influx of small orders, 
the total volume not increasing to any great extent from 
week to week, and running a little below last year’s fig- 
ures. Cast demand shows no improvement over a week 
One large cast 
brass manufacturer recently revised prices, but a study of 


ago, when a fair demand was reported. 


the new sheets shows no striking change, some items being 
There have been no 


Deliveries can be made practically 


decreased and others increased. 
other price changes. 
as wanted. 
Range Boilers 

Business is holding up fairly well, with less than car- 
load orders furnishing the bulk of the business. This is 
particularly possible because of the fact that Philadelphia 
is a range boiler center and it is easy to get manufacturers 
truck boilers at prices close to the 


to deliver a load of 


carload figures. Sheets have not been changed. Prompt 
deliveries prevail. 
Boilers and Radiators 

At this writing, it is apparent that demand will approach 
normal during May, and that the total shipments into the 
territory will not fall far below the high figures of 1926. 
Wholesalers do not find it necessary to order many boilers 
at this time, because of placements during the last week of 
April. 
promptly. 


NEW ENGLAND 


is reflected in 


Prices have not changed. Deliveries can be made 


A substantial betterment of conditions 
e engaged in the plumbing and 
The 
material recorded are being well 


which are 


reports received from thos 


heating trades in this vicinity. volume of business 


being done and sales of 
upheld by the numerous large constructions 
This class of work predominates in 


New 


at present under way. 


and around the larger cities and towns throughout 
England, while suburban residential developments do not 
seem to have as yet acquired that gait which is customarily 
With better climatic con- 
latter type of building, 


postponed from former weeks, is gaining headway. 


looked for in the month of May. 


ditions obtaining, however, this 
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Keep Your Records 
@ 
Up-to-the Minute 


Records of the plumbing and heating industry—as in most 
other lines of business—soon become out-of-date and practically 
useless unless they are revised as changes occur. 


New concerns start in business right along, consolidations take 
place, new specialties are constantly coming out to keep abreast 
with the times, some firms discontinue operation or change their 
lines, others move to different locations, etc. Within a year’s 
time a surprising number of changes are necessary to make your 
records as useful and reliable as they should be. 


By keeping in close touch at all times with every branch of the 
industry over a long period of years, we have a very wide range 
of facilities for collecting new matter, checking up, verifying and 
completing data for Domestic Engineering Catalog Directory. 
Our staff of experts is kept busy on this particular work every 
day in the year, so that each new edition of the book contains the 
latest available information. 


Get the Latest Data 


The 1927 edition, recently off the presses, gives you up-to-date 
and complete data regarding the products of some 4000 manu- 
facturers of plumbing and heating supplies. 
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Every item used in the industry is listed under its proper head- 
ing together with the trade names and concerns who make it. 
Following this is an index in which each article is crossed accord- 
ing to the various titles by which it is commonly known. It re- 
quires but a moment for the user to locate the sources of supply 
of all products in which he is interested. 
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Nearly 1300 pages are devoted to the condensed catalogs of a 
large number of concerns, with like products grouped together for 
easy reference and comparison. This gives the buyer a bound 
catalog and reference file completely indexed for his desk, in 
addition to a purchasing guide. 
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Arranged in alphabetical order in a separate section, are the 
names and present street addresses of all manufacturers listed in 
the other sections of the Directory. 
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Whatever other records you may have available, you need the 
latest, most complete and authentic purchasing information con- 
tained in this Directory. 


Special Approval Offer 


As a reader of “Domestic Engineering’’ we want you to have 
a copy of this Directory for inspection and approval. We feel r\ 
sure when you see the book you will desire to keep it. If for any Please send us a copy of the 1927 edition of 


: : ’ : . Domestic Engineering Catalog Directory in ac- 
Tfeason you wish to return it after 30 days’ free examinat-on, you cordance with the special approval offer. We will 
: : : 7 either remit $5.00 or return the book within 30 
may do so without obligation. days. 
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Take advantage of this liberal offer and mail the coupon today! 
2000 pages — 13000 illustrations. 
Standard catalog size: 734 x 105% inches. 
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Manufacturers are generally displaying a more cheerful 
attitude over present business and optimistic views are 
entertained because of the increase in requests for quota- 
tions. Wholesalers continue to adhere to their former 
methods of buying, specifications reaching the hands of 
makers being mostly for replacement purposes, with ac- 
companying requests for immediate shipments. Forward 
buying is in the minority, exceptions being noted among 
some brass manufacturers, who report having booked a 
number of orders for delivery in the months of June to 
August inclusive. 

Soil Pipe 

Foundry shipments to local distributing points continue 
in good proportions. Added requirements of the plumb- 
ing trade are buoying wholesalers’ interest in the status 
of their stocks. The latter, while keeping well abreast of 
the present demand, are showing no anxiety the 
future, ordering for their immediate needs, and placing 
but little future delivery business. While prompt ship- 
ments are generally obtained from sources, one maker 
reports a shortage in 4-inch extra heavy pipe, which, how- 
ever, is gradually being alleviated. Prices have not been 
changed. 


over 


Steel Pipe 

The supply of steel pipe at distributing centers Is not 
overabundant, but is, however, well varied and sufficient 
to insure prompt delivery service. Jobbers, considering 
the firm market tone, and the steady prices, which have 
remained unchanged over a period of three years, are not 
contracting for the future. Mills have ample reserve 
stocks, affording immediate shipments when requested. 

Wrought Iron Pipe 

Wholesalers are ordering pipe commensurate with the 
demand imposed on them by their trade which indicates 
no radical changes from week to week. Mill representa- 
tives are well occupied in prospective business. While 


replacement orders tendered by jobbers are not unusually 
heavy, mills are producing at an even rate and are ac- 


cording unextended deliveries. The market is steady and 
prices are unchanged. 
tnameled Ware 
Movements of enameled ware into 
withdrawals from jobbers’ stocks are continually im- 
proving. To offset the aversion which wholesalers gen- 
erally have of laying in large supplies, makers have filled 
the storage spaces of their local warehouses to 
cope with whatever emergencies might exist. The follow- 
ing months will show exceptional activity if the many 
quotations being submitted by manufacturers and their 
distributors will materialize. Well assorted stocks in the 
hands of jobbers are made possible by prompt deliveries 


from sources. Prices are firm and have not changed dur- 
ing the past week. 


this territory and 


readily 


Pottery 

Potters report steady shipments against 
year contracts continue uninterrupted. These, 
are not of large proportions but are gradually becoming 
more frequent. New business consummated is largely com- 
posed of special ware for definite operations while orders 
for staple ware, where former coverings have expired, 
are generally conceded to be on the Pottery 
stocks are excellent and unextended deliveries of regular 
ware are granted. Prices have not changed. 

Range Boilers | 

One maker reports that the time limit stipulated in 
contracts made with jobbers at the last advance in prices 
has expired and due to this fact his shipments have been 
heavy during the past week. He also states that his pro- 
duction has been slightly retarded but not to a degree 
where embarrassment in deliveries is felt. Factories gen- 


first of the 
however, 


increase. 
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erally experience a quickening and in most cases are able 
to make prompt shipments. Jobbers have ample stocks 
for the present needs of their trade. Prices are unchanged. 
Plumbers’ Brass Goods 

Specifications for deliveries in June, July, and August 
are being placed more frequently with makers of both 
cast and tubular products. While some factory representa- 
tives report present good business, others are not so for- 
tunate. Minor price fluctuations are encountered among 
makers and wholesalers but no real changes in 
have taken place. Good deliveries from sources 
fered. 


prices 
are of- 


Boilers and Radiators 
No apparent change is noted since the last report. The 
tendency prevails not to stock ahead and in so far as the 
heating trade is not particularly active, makers report 
light volume. Stocks in factories and local ware- 
houses are abundant and quick shipments are afforded. 
The market is firm and unchanged. 


PACIFIC COAST 


Coast business continues to hold at practically the same 
level from week to week with little indication of any 
change. Purchasing by all concerned proceeds along cau- 
tious lines, little if any forward buying being done. Prices 
to the trade, while varying somewhat in the diilferent 
jobbing centers, as a whole are holding fairly firm. 


Soil Pipe 


Soil pipe continues to be used in about the same volume 
as for the past few weeks. Distributors in general have 
well balanced stocks and present requirements of the 
trade can be supplied without delay. During the week 
most Southern California jobbers advanced their out of 
stock prices about 5 per cent. In the other jobbing centers 
prices were unchanged, 

Steel Pipe 

A normal demand maintains for steel pipe although 
most purchasing is being done only as a definite need is 
created. Distributors generally have well balanced stocks 
and prompt deliveries can be made on all inquiries. Prices 
to the trade remain unchanged. 


only 


Enameled Ware 
Considering the number of distributors of enameled 
other than the channels of distribution, 
the individual jobbers’ sales are all that can be expected. 
Wholesalers generally are continuing their policy of 
keeping stocks at a minimum and depending on nearby 
manufacturing sources for prompt shipments of this mer- , 
Prices to the trade remain un- 


ware ordinary 


chandise when required. 
changed. 
Pottery 

A fairly active demand persists for pottery although 
purchasing continues to be for actual requirements. Dis- 
tributors generally have ample stocks to take care of 
present requirements and prompt deliveries can also be 
obtained on all orders placed with potters. Prices to the 
trade remain unchanged. 

Plumbers’ Brass Goods 

While the demand for this commodity is good, condi- 
tions surrounding distributors remain unchanged, brass 
goods continuing to be sold through many wholesalers. 
Prices are unchanged. 


Range Boilers 
A seasonal demand maintains for range boilers. Dis- 
tributors’ stocks are ample to take care of present require- 
ments. unchanged. 


The Stock Market is on Page 91. 


Prices remain 
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a for health 


s the 
‘port 
yare- ATURE responds to an easy, comfortable position 
rded. on the toilet by performing her eliminative function 


freely and fully. 

Durock Elongated-Bowl-and-Seat Toilets induce regular, 
normal action just as surely as a comfortable bed 
brings sleep. 

















Any tendency toward constipation is fostered by the 
cramped, constrained attitude imposed by ordinary toi- 
lets with short, round bowls and seats. On the other 
hand, the elongated bowl and seat, with the freedom and 


relaxation it permits, helps to correct any such disposition. 


lume 
have These bowls and seats are from 3 to 4 inches longer than 


- the those in old-fashioned, conventional toilets—and the 
week water-surface within the bowl is correspondingly in- 
at creased in area. (See illustrations.) More sanitary, as 


nters 
well as more healthfully comfortable. 
hts Siemens chowe the ( ) } ( ( \\ Durock toilets with this valuable new feature are made 
i 








ough comparative size and shape in several styles, with a range of prices to meet various 


ed is of the ordinary toilet bowl a requirements. All have Durock tanks as well as bowl, 


tocks and a Durock toilet bowl. 
we a a gee and white celluloid-surfaced seats with covers. 


nary toilet seat in compar- ; . 
ison with a Durock toilet There are many home-owners in your territory who 


seat. Note openings. would be glad to have their old-fashioned toilet replaced 


veled by one of the four Maddock models with elongated bowl- 


tion, Tell your customers of the slight extra cost and-seat, if you will tell them how little it costs. 
eted. for much extra value 
y of 


sal If you leave your customers to guess at the extra cost of a THOMAS MADDOCK’S SONS COMPANY 


Maddock elongated bowl-and-seat toilet they are sure to “ ; 
mer- , on = high and ey a quality sale. But when yee Oldest Sanitary Potters in America 
. tell them how little the elongated bowl costs over the 
un 
ordinary type, it makes the job of salesmanship an easy Trenton, New Jersey 
one. So, make a point of the price. 





ough 


; MADDOCK 
DUROCK Bathroom Squipment 


iiaiiei THOMAS MADDOCK’S SONS CO., Trenton, N. J. 


— This booklet, “The Two Vitally Important Fixtures in the Bathroom”, also illustrated letter, will help you tell your pros- 
pects about Durock Toilets and Lavatories. Attach this coupon to your letter or billhead and mail to us for copies. 
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Clow “*Triumph” 
compression brass combina- 
tion supply and waste fix- 
ture. Below — Clow **Tri- 
umph’’ compression faucet— 
note the spectalthreads which 
give ample flow of water on 
one quartcr turn—the heavy 


Ee, 


stem—am ple stuffing box cap 
— heavy shank with large 
ficts on hexagon. Clow **Tri- 
umph"’ Brass Fixtures are 
interchangeable, of typical 
Clow quality and sell at 


popular prices. 











Can a Faucet Earn Money For You? 


A piece of brass goods won’t go out would find that satisfactory equipment 
and wield a Stillson, but it w7//doa_ , started a considerable portion of it. 
lot for you—if it is a good faucet. 





Because Clow ‘“Triumph’’ Brass 
Every faucet, or fixture ——— . Goods have been tested 
that you install, remains to the equivalent of fif- 
as evidence, for or against ‘ teen years of service, 
you. If it works well and every Clow faucet install- 
lastslong, itmakesfriends ed means less trouble for 
and customers for you. the user. 


For one man recom- _ Plumbersaddasalesman, 
mends your work to an- | every time they install a 


other. If you trace down piece of Clow ‘“‘Tri- 
your new business, you umph’’ Brass. 





JAMES B. CLOW & SONS 201-299 N. Talman Avenue, Chicago 


Sales Offices in principal cities 
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PREFERRED FOR EXACTING PLUMBING SINCE 1878 
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Solving Chinese Puzzles in 
Plumbing and Heating 


(Continued from Page 30) 
know their business. If green apprentices had been used 
and taught to make a lead-and-oakum joint without any 
previous experience to handicap them, the trouble would 
have been largely overcome. 


THE FIRST HEATING CONTRACT 

HILE all the ins-and-outs of the plumbing game 

were being encountered and digested, a heating con- 

tract came along. After due negotiation the contract was 
signed. The time had arrived when all the difficulties 
which had been experienced with plumbing work would 
seem as nothing compared with the troubles in heating. 
The contract was for heating a club house containing, 
in the central wing, an auditorium and stage; in wings on 
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Fig. 12.—Sketch showing method of getting return main over 
to pump pit 


either side were the other club rooms and a boiler room 
was located in the rear near the center line of the build- 
ing. Absolutely no provision had been made for a heating 
system, the ground floor being set about 4-ft. above grade 
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on brick walls leaving perhaps 3 ft. clear underneath in 


which pipes could be run. The level of the boiler room 
was about 10 ft. below the ground floor or 6 ft. below 
grade. The only thing the club members knew in regard 
to heat was that they didn’t want any radiators in the 
auditorium. 

Owing to the mild climate and a desire of the club to 
do as economical a job as possible, vapor was decided 
upon with a small fan and a group of heaters to supply 
air to the auditorium through ornamental grilles. 

Everything seemed to be going along famously until 
the time when the location of the heaters was to be 
decided upon. Here developed a very serious snag. With 
only an excavated boiler room and not over 3 ft. clear 
under the rest of the building, how could sufficient height 
for the heaters be obtained? 

After considerable thought it was decided to make 
a fan and heater room by tearing out one of the unim- 
portant cross walls (substituting a beam) and carrying a 
fan room down 4 ft., giving 7 ft. in which to place the 
heater and fan. 

One morning the superintendent started for the job 
with a gang of laborers all ready to make the change. 
About 10:00 A. M. he excitedly telephoned that the cross 
wall was not located as shown on the plan, but instead 
was about 6 ft. out of position, this necessitating tearing 
out and rebuilding two such walls instead of one. This 
was finally done. 

Owing to the uncertainty of the electric current supply 
in the suburban section where the club was located, it 
was thought inadvisable to put in an automatic return 
pump. 

In order to drain the bottom of the heaters, however, 
it was necessary to put the boilers 6 ft. below the boiler 
room floor. Luckily the boiler room was larger than 
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You'll find fortunes in cellars 


Aside from the many hundreds of dollars 


that can be lost in goods stored in wet cellars, 
there is the health hazard to consider. 


Sell the Penberthy Model R Cellar Drainer 
for savings to your customer in money and 


Sell it for profit to yourself and for the 
opportunities it provides for seeing customers 
and selling them other plumbing and heating 


Write for Penberthy literature today— 
full information will gladly be sent you. 


PENBERTHY INJECTOR COMPANY 


1260 HOLDEN AVENUE w@ DETROIT, MICHIGAN 


Canadian Plant: Windsor, Ontario 
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WISECO Str ai ght Fi ght TUB' FILLER 


Extra Heavy 
Red Metal 
Valves 








Brass or Galv. 
Pipe Assembly 


8” Centers 


Ask your 
Jobber for 
No. 8211 





A Quality Fixture at a Competitive Price 





co J.B. WISE, Inc., Watertown, N.Y. co 





Radiator 
Valves 


Straightway, angle and 
corner types, with or with- 
out union, various finishes. 


Send for catalog 
THE KENNEDY VALVE MFG. CO. 


Elmira, N. Y. 
Branches in principal cities 














_.. LABER 


vay Automatic Midget 
SUMP PUMP 


Every part of a Taber is there 
for a reason—and that reason 


is to give the owner what he 


paid for and the plumber his 
initial profit to keep. Be sure 
—insist on installing a Taber. 


Write for Bulletin MJ 427 , 


TABER PUMP CO., BUFFALO, N.Y. N. ¥. Office, el. Lexington 8945 


AMERICAN 
shel) 


Gor Service e/ 


Write for Catalog 


AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 
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necessary and the owners wished to put the boilers in 
preference to be dependent on electric current, even if 
it cost considerably more to do so. 

So a pit was excavated and cemented up. Then it was 
found that the waterproofing of the pit floor was defective 
and a new 4-in. layer of concrete was put on. This of 
course raised the level 4 in., but a little thing like that 
was considered of so little importance that the heating 
contractor was not advised of the fact. 

Then it came time to build the ducts from the heaters 
over to the inlet registers and to case in the heaters. 


Not a man on the job had ever seen a ventilating 
system constructed. This includes the superintendent as 
well as the workmen. By securing some fairly good tin- 
smiths, and by preparing careful details in the office, a 
fair job was turned out. 

The boilers came and were erected; then the running 
of the piping and the setting of the radiators was started. 


Careful measurements of the window sills showed 34 in. 
from the floor to the sill. But when the radiators fol- 
lowed around to one side of the building, it was found 
that through an error of the building contractor, the sills 
graded down gradually on that side until they were only 
30 in. above the floor. This made some of the radiators 
come about 2 in. above the sill. (See Fig. 7.) 


As all the radiators were already on the job, nothing 
could be done to eliminate this difficulty and the radiators 
went in. Up to date no one, so far as we know, has ever 
noticed the difference. 


THEN THE PLANT WOULD NOT WORK 


FTER the plant was all completed, a %-in. air relief 
A line was run from the point where the return 
dropped down below the water line to the outside air, 
this air line having a horizontal check opening outward. 
This fs the simplest way to relieve air on a vapor system 
and it avoids all complicated and automatic apparatus. 

It was thought that the simpler this system was made, 
the better it would be. After fires were started, all sorts 
of difficulties developed. The returns refused to return. 
The radiators refused to radiate and the heaters refused 
to heat. In fact the whole system seemed a colossal 
failure. 

Having previously designed and supervised the instal- 
lation of many vapor systems in America, and having used 
the same tables of pipe sizes, it stood to reason that the 
system must work if the pipes were properly graded. The 
superintendent checked all the grades with the level and 
declared that every pipe was properly pitched. Several 
more attempts were made to heat up the system with the 
same results. Steam pressure could be raised but no 
circulation could be obtained. 


Finally the writer went out to the job with the idea 
of finding out just what the trouble was. While poking 
around waiting for steam pressure to come up, it was 
noticed that no air seemed to be coming out of the open 
end of the air vent. This seemed most unusual when the 
steam was going out into the line, and investigation was 
started into the cause of such a strange condition. It was 
thought that possibly the air line running across the ceil- 
ing of the boiler room might have had a pocket and that 
the pipe had become water sealed. Everything, however, 
seemed absolutely correct. 

While examining the air line, attention was attracted 
to the check valve which happened to be located in a very 
dark place on the line. Closer inspection revealed the 
fact that the Chinese fitter had put this valve on BACK- 
WARDS, so that it opened in, instead of out. (See Fig. 
8.) This resulted in the air piling up against the check 
and not relieving the system. The superintendent was 





May 28, 1927 


DOMESTIC ENGINEERING 








N 





No. 19 This Sani-Black Seat is equipped with Sani-Black Hinges. These Hinges 
: are black in color but the black is net a surface finish. It is a thick, hard, 
Sani-Black Seat black composition molded over a brass core. There is nothing to wear off. 











Sell the Seat that 


eliminates totlet seat maintenance 
costs of every kind forever 


HINK of the sales possibilities of a seat on which 

the first cost is absolutely the last. That’s what 
you have to offer in the wonderful new Church Sani- 
Black Seat. 
The Church Sani-Black Seat is guaranteed in writing 
for the life of any building in which it is installed— 
which means the elimination of toilet seat replacement 
costs. 


Church Sani-Black Seats with their Sani-Black Hinges 
are always polished but never need polishing—which 
means the elimination of toilet seat maintenance costs. 


Indestructible Seats 
Cuurcu Sani-Black Seats are the only seats made with 
a laminated wood and rubber core. This wonderful 


Note the perfect uniformity between hinges and seat—both all black. Also 
note method of attaching hinges. No screws are used and there is absolutely no 
exposed metal anywhere, top, bottom, or back when this seat is installed. 


Churchg 
sani-black Seats 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 


new construction gives the seat full protection against 
moisture, atmospheric or climatic conditions and abuse. 
There are no joints anywhere in the seat or covering. 
There is no finish to wear off. They are not affected 
by acids. That is why Church Sani-Black Seats are 
unconditionally guaranteed never to break, splinter, 
chip, craze, crack or wear out—burt to last for the life 


of the building. 


Great merchandising and advertising efforts are being put behind 
Church Sani-Black Seats to open up this special Black Seat market, 
which is an enormous* market, for plumbing dealers. This is a worth- 
while profit opportunity to look into. Send coupon today for a cross- 
section of a Sani-Black Seat and full information. 


*The enor mous market for which the Church Sani-Black Seat is especially adapted is 
made up of: F ctories, Schools, Office Buildings, Stadiums, Public Buildings, Com- 
fort Stations, Railroad Stations, Locker Rooms, Department Stores, Steamships— 
in fact any place where abuse must be expected. 


de ry Re Fee 
HEAL OAS a. 
W J 
YS 


CONSTRUCTION 


Core of cross-grained layers of wood and sheet 

rubber vulcanized under heat and pressure 
makes a compact homogeneous unit. Each wood ply is surrounded with rubber, 
making it permanently sealed and so non-warping. 


SEND FOR CROSS-SECTION Clip Coupon 


C. F. CHURCH MFG. CO., Dept. S-30, Holyoke, Mass. 


Gentlemen: Kindly send me Cross-Section and complete information on 
your full line of Sani-Black Seats. 
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H2370—952'¥ Mixometer shower 
and Deshler Bath Fixture 


H-1894 Speakman swing nozzle 
sink fixture with hose and spray 
: A ee é head. Also furnished without 
Speakman one ameeey mes S a hose and spray head and with. 
Fixture with metal escutcheons i ty th omg ish. 
and 4-arm metal handles with ; out soap d 
renewable china index—can be 
furnished in either nickel or 
Speakman Chromium Plate. 
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FIXTURES 


that will never wear out...anda 


FINISH 


that will never wear off 


SPEAKMAN SHOWERS 


and FIXTURES 
FINISHED IN SPEAKMAN CHROMIUM PLATE 


Will never tarnish. Requires no polishing. Is always bright. Proof against salt 
air, salt water and most acids. Is extremely hard. Has a silver-platinum lustre. 


Speakman Showers and Fixtures all can be furnished in this wonderful new finish, also in nickel plate. 


SPEAKMAN COMPANY, Wilmington, Delaware 
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advised that if the check was turned around in the proper 
position, all would be well. 

The next day the air line was taken down and the 
check valve turned around. As prophesied,—after this 
was done, the system worked perfectly, but when the 
steam began to go down, everything immediately got 
cold and no negative pressure could be produced. 

This trouble was more difficult to locate, but going back 
to the place where the first trouble was discovered (the 
open end of the air relief pipe) it was noticed that air 
now not only came out when the steam pressure rose but 
also rushed back into the air pipe when the steam pressure 
fell. 

The opening of the check valve for investigation of the 
trouble was immediately decided upon. A strange re- 
luctance on the part of the Chinese to do this. was imme- 
diately apparent. They could not find a horse and plank 
to stand on; they had mislaid the pipe wrench. There 
were other hastily thought of excuses. Quiet but un- 
bending insistence finally resulted in getting the valve 
open. There was no tongue in it! 

Now it was known without doubt that there was a 
tongue in the valve before it was turned around for this 
tongue prevented air relief on all the lines, so the respon- 
sibility was limited to the men concerned in turning the 
valve around. The case was so open-and-shut that they 
finally admitted that they saw difficulty was being expe- 
rienced with the check so, when they took it down to 
turn it around, they thought they would remove the 
cause of the trouble. So they did! 

After the check valve matter was straightened out, 
everything worked like a clock. The job heated on less 
than one pound and gave perfect satisfaction. 

About this time, the consulate plumbing contract was 
nearing completion and a big cesspool, to take care of 
the water closets, had to be constructed. There was no 
vacant land on the site where such a cesspool could be 
located, but there was a roofed over portion—a sort of 
area—back of the building in which mail was handled. 
There being no other alternate the architect decided to 
place the main portion of the cesspool under this shed 
with one end projected outside and, in this end, to locate 
the access manhole. 

As this cesspool was to be emptied by the municipal 
wagons, it was necessary to construct it in accordance 
with the municipal regulations or the emptying service 
would have been refused. 

The cesspool was then constructed in accordance with 
the local requirements and of solid 6-in. concrete. A 
special gas-proof access manhole was provided, and the 
capacity was made to meet the local schedule. The 
emptying pipe was run from a point close to the bottom 
of the cesspool out into the street line and provided with 
a special connection for attaching the suction hose of 
the municipal wagon. (See Fig. 9.) Outside of a few 
times when this pool overflowed due to emptying at too 
infrequent intervals, this job was also very satisfactory. 


HEATING A CHINESE GARAGE 

BOUT this time, a reinforced concrete garage build- 
A ing four stories high and of good size was discovered 
to be nearing completion. As usual no provision had 

been made for heat, no chimney and no boiler room. 
The contract for this building was secured with under- 
standing arranged with the architect that a heating system 
Would be put in that would reduce the number of holes 
to be cut through the floors to the very minimum. The 
Owner also agreed to build a boiler house outside the 
Main building about 30 ft. away. The steam pipe and 
the return pipe had to be carried across this opening as 











Hajoca Rydal Shower Mixing Valve concealed in 
wall, rotating dial all china index handle and china 
wall escutcheon for 14 inch iron pipe. 
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"EVERY PURPOSE 


In the selection of a pump or water system for 

_ home, farm or factory—in the choosing of a 

ine of pumps for resale to your customers, it is well 

to remember that the MYERS line of Hand and 

Power Pumps for Every Purpose and MYERS Water 

Systems for residences, farms, public and private 

institutions have fifty years of pump building exper- 

fence behind their design, construction and finish. The name 

MYERS guarantees the quality while numerous patented im- 

ovements insure ease of operation, large capacity and dependable, 

ae time service. Literature and information to users. Catalog 
‘and prices to reliable dealers. A postal is sufficient. 


The F-E.MYERS & BRO.CO.Ashland Ohio. 


— ASHLAND PUMP AND HAY TOOL WORKS-— 











A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Die. Raud Mfg. Co.) 
Kalamazoo r) Michigan 
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Heat REGULATOR 
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FIRST in every major 
development in its field— 


41 years of leadership! 


MINNEAPOLIS HEAT REGULATOR CO. 
Established 1885 


2801 Fourth Ave. So. Minneapolis, Minn. 
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Exposed radiation has long been obsolete in 
finer homes. Now, even radiator covers and 
cabinets are passé. For the fine modern feeling 
for spacious effect, is achieved not by camou- 
flaging the radiator, but by actually removing 
it from the room, thus giving full scope {ct 
decorative scheme and furniture arrangement. 
Built right into the wall—the Herman Nelson 
Invisible Radiator occupies no floor or wall 
ace. A guest entering the attractive, comfort- 
‘hie heated room, will wonder where the grate- 
ful warmth comes from, for even the attrac- 
tive outlet grille blends into the color scheme. 


Cnce installed, the Herman Nelson Radiator 
is permanently out of sight and out of mind. 
It never requires service—or repairs. It is in- 
destruc-ible and leak-proof too—for it has no 
soldered, brazed or welded joints. Even from 
an investment standpoint it would be unwise 

o plan a home or modern building without 
ouiduies the radiation that is ushering in 
the modern era of heating. 


Architect and heating expert—interior decorator and 
contractor—write today for complete information. 


THE HERMAN NELSON CORPORATION 
MOLINE, ILLINOIS 
Builders of Successful Heating and Ventilating 
‘quipment for 20 Years 
Sales and Service 
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well as the smoke pipe which connected to a steel chimney 
running up the outside of the main building. (See 
Fig. 10.) 

Here was installed the second vapor system in the city 
and direct radiation was used throughout. On the ground 
floor, pipe coils were put on the ceiling to keep the tem- 
perature above freezing in spite of the garage doors in 
the front of the building being open at nearly all times, 
On the upper floors, wall radiation was used. 

The steam supply main ran around the ceiling of the 
ground floor and only about six steam risers were run 
up through the building. This was done to avoid cutting 
a large number of holes in the floors and necessitated 
long runouts in each direction supplying three or four 
radiators on each branch of the runout. The ends of the 
runouts were dripped and the returns were hooked up 
just opposite to the steam so as to bring a return riser 
just midway between each steam riser. (See Fig. 11.) 


The heating system in the main building gave no 
trouble at all but, after it was all in and the design of the 
boiler house was begun by the architect, it was discovered 
that his scheme contemplated the floor of the boiler house 
being on practically the same level as the ground floor 
of the main building. 

Now the return from the main building was all above 
the floor, but in order to get across the building from the 
opposite side it had been necessary to drop the return 
under the floor. 

This was bad enough, but to cross under grade from 
the main building to the boiler house (where a 30-ft. 
open space existed) it was necessary to go still lower so 
where the return entered the boiler house, it would be 
about 2 ft. below floor. (See Fig. 12.) 

Finally after explaining and demonstrating this to the 
architect several times he made the concession by agreeing 
to construct a pit about 6 ft. wide by 8 ft. long and 6 ft. 
deep in the boiler room in which we could place a re- 
ceiver pump. 

He maintained, however, that it was not necessary to 
provide a sump or drain in this pit as it would be made 
water tight and there was no occasion for any water to 
get into it. Argument was useless on this point so the 
pit was duly built in the manner he insisted upon. 

The receiver pump arrived in due course and was set 
and connected up. No difficulty was experienced with the 
pump or the heating system the entire job being satisfac- 
tory in every detail. 

This description would be incomplete, however, if it 
were not mentioned that a water pipe installed in the 
same building in which the pit was located burst about 
six months later, the water ran on the floor, flooded the 
pit and burned out the motor on the receiver pump. 

As the water pipe had been installed by a Chinese 
contractor and as the architect had been warned of the 
danger of not having a drain in the pit, no come back 
could be brought against the heating contractor. After 
the pipe was repaired, a 6-in. concrete curb was built all 
around the pit to guard against a recurrence of this 
difficulty. 


(To be Continued) 





RICHMOND MASTERS IN WATER HEATER CAMPAIGN 

The Master Plumbers and Heating Association of Rich- 
mond, Va., Inc., arranged in a novel way to boost the 
sale of automatic water heaters during the association’s 
May campaign on these products. Working in co-opera- 
tion with the Department of Public Utilities, the associa- 
tion arranged a display of heaters at the Richmond city 
hall, so that the general public could become acquainted 
with the master plumbers’ drive. 
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Standardized Quality | 


HROUGH one great channel flows the steady stream of Bridge- 

port Brass Products—a channel that has maintained its course 
for over sixty years. Knowledge and experience have shown the 
way to standardizing the strength and uniformity of Bridgeport 
electric furnace brass in all Bridgeport products. 


Behind this channel is the control of the chemist, with his pains- 
taking development of formulas; and the execution of these formu- 
las by skilled workers. Through this combination has been built a 
line of trade-marked products used by plumbers the country over, 

Plumrite brass pipe, Bridgeport-Keating flush valves, and Bridge- 
port tubular supplies comprise a group that has been endorsed by 
plumber, builder and owner. These products are united under the 
name “Bridgeport”—an unqualified guarantee of satisfaction—a safe 
mark to follow in selecting brass products for long-service plumb- 
ing installations. 
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neg 2 Maker — 
(0); 7 Responsibility 


One maker produces this line of Bridgeport Brass Products thereby 
giving the plumber a single reliable source for materials of uniform- 


ity, ruggedness and high quality. The first of the products is 


Plumrite—the Standard Brass Pipe. It is absolutely uniform—bends 
easily, threads perfectly and never cracks. Every three inches of the 
pipe bears the name Plumrite—the mark of a reliable maker. 
Bridgeport offers the plumber a new sanitary fixture in the Bridge- 
port-Keating Flush Valve. Because it adjusts easily and contains no 
rubber, the plumber is sure of satisfaction. There are models for 


both hand and foot control—as concealed or exposed installations. 

The third in the Bridgeport Unified line are Tubular Supplies. 
Every item is made of seamless drawn brass, unexcelled for durability. 
Each product is made by Bridgeport standardized methods to develop 
the highest strength and uniformity. 

In meeting the modern demand for fine plumbing, you will sim- 
plify your job by using these Bridgeport Brass Products, made by 
one experienced maker. 

For handy reference send for catalog on these Bridgeport Products 


BRIDGEPORT BRAS 


PIPE FITTINGS _FLUSH VALVES TUBULAR PLUMBING GOODS 
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Bridgeport Brass Co., Bridgeport, Conn. - New York - Philadelphia - Chicas - Detroit - Cleveland 
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New Jersey Master Plumbers’ 
Convention 


(Continued from Page 32) 


the keeping of at least one man in the East at all times. 
The speaker told of the 25 to 30 district meetings which 
will be held, acquainting the trade generally with the aims 


and hopes of the men who direct the Bureau, and of the 


plans to organize a list of “Minute Men’’ speakers, men 
in the industry who can make talks before business and 
social clubs, spreading the gospel of sanitation and of 
master plumbers’ help to the country at large. 

He emphasized the necessity of more showrooms and 
display windows, saying these were badly needed by the in- 
dustry. “Make a display of your products, change it often, 
keep it attractive and interesting,” he urged the masters. 
Urging them to take advantage of every opportunity to 
increase business, the speaker exclaimed, ‘““‘Why are you in 
business? If you are in a business, you should do every- 
thing in your power to make that business successful. Let’s 
quit finding so much fault with what our competitors do 


and devote that time to building up our own businesses. 


It will pay in the long run. 

“We must keep doing things that interest the public in 
what we have to offer,’’ he added in speaking of the com- 
petition from other industries. “And unless the master 
plumber takes hold of these problems and solves them, 
he is going to put himself outside of the picture.” Mr. 


Bergner pleaded for financial support for the Bureau, and 
emphasized the fact that nearly every bit of money taken 


in will be spent to build up the contractors’ business 
through publicity and other avenues. 
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Left to right: Retiring President Walter Grub of Newark; 

Stephens Fredericks, of Newark; retiring Secretary A. A. 

Taafe of Newark; retiring Treasurer George Werner of 
Orange 


President Grub called the first meeting of the conven- 
tion to order, the delegates and guests filing into the 
beautiful meeting hall of the club to the strains of a pipe 
organ, which shortly furnished the music while those 
present sang the Star Spangled Banner. The delegates 
felt at home when the Reverend Father Edward J. Kern 
rose to deliver the invocation, for the Reverend Father 
is the son of Edward J. Kern, member of the Newark As- 


sociation, and a familiar figure to many of Mr. Kern’s 
associates. 

The city’s welcome came from Commissioner John Howe, 
then the Reverend Willard Purdy of Montclair delivered 
an inspirational address. After the past presidents had 
been called to the plaform, Fred Engelberger of Newark, 
chairman of the entertainment committee, told of the good 
things in store, and President Grub appointed his com- 
mittees. They follow: 


Credentials: Walter V. Mesler of Morristown, Charles 
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made for a steam working pressure up 


Standard lists printed and punched to 
fit in Trade Extension Binder will be 
gladly sent upon request. 

Discount to Jobbers 


JENKINS MANUFACTURING CO. 
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WILLIAM NESBITT 
Plumber of 12735 Ap- 
poline Ave., Detroit; 


Says: 
“Having installed oy of 
ur EverHot Heaters, I firmly 
Celeve them to be the best sell- 
ing and profit making heater 
on the market. This, together 
with their trouble-free service 
is the reason I sell and install 
EverHots.”’ 


Baty Co. 
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THE DAYTON “Cub,” shown to the left. 
with a capacity of 200 gallons per hour and 
selling at the low price of $85 f. 0. b. factory, 
is unquestionably the outstanding value on 
the market today. 

Yet it is as truly a dependable DAYTON as 
any of our larger models in the complete line 
of water systems and water softeners which 
are ieternationslly known for dependable, 
trouble-free service and which are priced 
correspondingly low. In the complete line 
are models for any requirement. 

Write today for full details of the DAYTON 
dealer plan. Let us tell you why DAYTON 
offers an unusual proposition for adding clean 
cut profits to your business. 


The Dayton Pump & Mfg. Co. 
DAYTON, OHIO, U.S. A. 
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American ANTI-SYPHON 
TRAP 


HEADQUARTERS 


Full Cast Body 
Ground Joint on Outlet 


The Best 


WE MAKE AN EX- 
TENSIVE LINE 











American Sanitary Mfg. Co. 
ABINGDON, ILL. 
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Telephone: Lawndale 1850 - 1851 


Ingot Brass 
Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 
2511-2525 W. 21st St. 


John Hartman, Sales Mgr. Chicago, Il. 
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Zimmerman of North Hudson and Charles Samuel of 
Montclair. Auditing committee: Valentine Ringle of 
Jersey City, Joseph Berg of Orange and George L. Bird 
of Elizabeth. Sergeants-at-arms: Gus Struening of Newark, 
Edwin Bauman of South River and Robert Hallen of 
Summit. Reading clerk: August C. Krieger of North Hud- 
son. Resolutions: Louis Maier of Newark, William A. 
Snudden of Morristown and Harry Greiner of Trenton. 

The balance of the morning’s session was taken up with 
the reading of communications and the extending of the 
national president’s greetings, presented by National Direc- 
tor Samuel F, Wilson of Newark. 


PRESIDENT’S REPORT 

EPORTS from officers and committee chairmen took 
R up the bigger share of the afternoon, which began 
with the able report of the state president. Mr. Grub, after 
telling of the formation of five new local associations, and 
of a total membership of 1,256 masters, all in good stand- 
ing, made several pertinent recommendations. The re- 
tiring president believes, first, that the same attorney 
should be retained by the association from year to year 
because he becomes familiar with the work, second, that 
favorable action should be taken toward the securing of 
a paid state executive secretary and field man, third, that 
associations and members at large who become more than 
a year’s arrears in dues should be automatically dropped, 
and fourth, that the plan followed during the past year of 
inviting local presidents to attend state board meetings 
be continued, as this had resulted in closer co-operation 
between state and local organizations. 


COMMITTEE REPORTS 


= report of the credential committee disclosed the 
fact that 142 delegates representing 35 associations 
were in attendance, and that among these masters were 
nine past state presidents. Reports of State Secretary 
Andrew A. Taaffe of Newark and Treasurer George H. 
Werner of Orange agreed that the association’s funds 


were in excellent shape and showed that both officers had 
been active during the year. 

Then, in rapid succession, came the reports of Vice- 
Presidents James E. Desmond, of Elizabeth, and William 
N. Chesnut, of Montclair, Trustees Alfred J. Hoffman, of 
Verona, William J. Wilson, of Lyndhurst, and Alexander 
F, Berg, of Orange, and Past President John J. Corcoran, 
of Jersey City, who also reported as a delegate to the 1926 
national convention. William G. Royer of Trenton, chair- 
man of the sanitary committee, and Louis Maier of 
Newark, chairman of the apprenticeship committee, each 
had constructive things to say, the latter speaking of the 
practical results of apprentice training, giving as an ex- 
ample the fact that a thoroughly trained journeyman 
could work on both soil pipe and the Durham system of 
drainage. ‘‘Technical training is now an essential part of 
learning,’ Mr. Maier stated, giving examples of the train- 
ing being done in schools in various cities of the state. 

The standardization committee, headed by A. C. Krieger 
of North Hudson, has had a busy year, its report showing 
that a study had been made of the juvenile pedestal urinal 
and that manufacturers had been called in to discuss the 
size of the waste outlet. Iron pipe size brass nipples were 
also studied by the committee, which recommended, too, 
that the tail pieces of lavatory wastes be made heavier. 
Another finding of this body was that galvanized nipples 
should be standardized in size and length. One of the 
sessions had been devoted to the study of range boilers, 


particularly the swivel part of the coupling, the report 
disclosed. (Continued on Page 75) 
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‘Seats 


the Patented 
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“3 IDEAL INSTALLATION 
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nad Where hard usage is to be expected and long-term economy is important 
ce. UNCONDITIONALLY GUARANTEED 


iam — patented Evernu process by which these hand- 
, of some hard rubber seats are formed, can’t be 
der duplicated. It gives them unsurpassed ability to keep 
; their good looks through long years of the severest 
an, service—no scarring, chipping or cracking that smooth 
)26 glossy surface; no warping, no loosening of hinges. 
The hollow center gives unusual lightness and un- 
equalled strength. 


No wonder Evernu Seats are in such demand for schools, 
hospitals, clubs, office buildings, and homes. No 
the wonder plumbing merchants everywhere are profiting by 
ex- that demand. For Evernu prices are reasonable with 
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a good, clear margin of profit for you. NEVER-SPLIT 


— NEVER-SPLIT 
of VARNISHED AND Register your name with us so we PERMA-WHITE AND 
“DUCO” may refer to you responses to our COLORO 

national advertising in your com- ; 
The finest wood seats made. So munity. Complete information poner pow > yd pray 8 and cov 
tight is the grip of the bolts about our trade building service, Se eee ae A 
and so accurately fitted are the sheet >yralin. T he ‘‘Perma- 
joints that it is impossible for on request. psn so oe ramp — 
FY t. si ring a white seat. /e 

these seats to split or pull apar Coloro is furnished in pastel 


catural grains, or in all white NEVER SPLIT SEAT COMPANY blues, greens, yellows, reds and 


brighter shades ft ° 
“Duco.” Founded 1905 des we ome ray cee 
DEPT. 25, EVANSVILLE, INDIANA, U.S.A. ~~ 


NEVER-SPLIT SEATS 


“Perma-White” “Coloro” “Evernu” White “Duco” Varnished Wood 
Sheet Pyralin Tinted Sheet Pyralin Hard Rubber Sprayed Pyralin Patented Construction 
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PUMPS 


For Every Pumping Demand 
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Deming Power 
Pumps Include 


Triplex Power 
umps 
Centrifugal and 
Rotary imps 
Deep Well Work- 
ing Heads 
Hydro-Pneu- 
matic Water 
Systems 
Horizontal 
Double-Acting 
Power Pumps 


VERY Deming sales representative has this assur- 
ance; No prospect can ever puzzle him by an unusual 
demand for pumping equipment. The complete line of 
Deming Pumps, Water Systems and Pumping Accessories 
includes a correct type and capacity for every requirement 
regardless of its size or nature. 
If you are unfamiliar with the Deming line and sales proposi- 
tion, it costs nothing to investigate. The Deming Distrib- 
utor in your territory will gladly furnish you details or you 
may write us direct. 


A new general catalog, complete in every respect, will soon 
be ready for you. Send in your request now and your copy 
will be mailed as soon as the books are completed. 

A thorough investigation of the Deming line and the steady, 
business-building opportunities it assures, will convince you 
that it pda to ‘follow the Deming line of least sales re- 


sistance.” 
The Deming Co., Salem, Ohio 


Established 1880 


Akron, Ohio 


Baltimore, Md......... 


Chicago, Ill... 


ver, Colo.._.._... 


Louisville, Ky..__- 
Richmond, Va.. 


Minneapolis, Minn. 
k, N. Y 


Sueur, 


DISTRIBUTORS 


-The Mill & Mine Supply Co. 
...southern Supply Co, 
Henion & ng 


Hendrie & Bolthoff Mfg. & be > 4: 


_Sydnor Pump & Well Go 


sesteniniainnaaaae Central Supply Co. 


‘ -Ralph B. Carter Co. 
Harris Pump & Supply Co. 





Crane Co. 





El ‘use, Tex... 


Di & Ryan Co. 





Deming Power 
Pumps Include 


Pitcher Spout 
and Cistern Lift 
Pumps 
Set Length Lift 
and 
Force Pumps 
Well and 
Windmill Pump 
Standards 
Spray Pumps 
for 
all purposes 
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W. Brand Smith, of Newark, chairman of the educa- 
tional committee, as part of his report, urged the con- 
yention to thank the National Trade Extension Bureau, 
and its field man Walter De Bold, for the help that had 
been given in getting 17 bookkeeping classes organized 
in the state since the 1926 convention. 

After National Vice-President Nolan had been intro- 
duced, State Organizer Joseph A. Sprouls made his report, 
the reading clerk giving his own report on the bureau of 
statistics, which checked with that of the secretary and 
treasurer. The principal part of the report of Charles 
Zimmerman, of Union City, as chairman of the member- 























Top picture: Mr. and Mrs. Harry Vogel; Mr. and Mrs. Harry 

Pruzansky, all of Passaic.—Middle picture: Some of the mem- 

bers of the Ladies Auxiliary attending the convention.— 

Bottom picture: The North Hudson delegation to the con- 
vention 


ship committee, was confined to the adding of five new 
local associations, the work of Harry Greiner, of Trenton, 
and his associates on the legislative committee then being 
fold, The principal accomplishment of this committee was 


securing of the passage of an act giving additional 
bpensation to judges handling small claims court cases. 
® association last year used its influence toward the 
Passage of the bill creating this court. 
© Arequest of the Virgina Association of Master Plumbers 
that New Jersey support its plan to have the National 
Association award $10,000 for the design of a seal or 
Preparation of a slogan that could be advertised to boost 
the plumbing industry was not acted upon, the association, 
without going on record on the proposition, stating that 
it believes the present seal of the national association 
answers the purpose. 

After Mr. Bergner had completed his talk Wednesday 
Morning, the auditing committee reported its okey of the 
secretary’s and treasurer’s books, and a representative 
ofa railroad was asked to tell of the itinerary of the 
New Jersey delegation to the national convention. This 
oficial explained that the train would leave Newark via 
the Pennsylvania Railroad on June 17, arriving in 
Montreal the next morning. The day will be spent in that 
tity, and will be featured by a sight-seeing tour. Leaving 
that evening, the party will go direct to Minneapolis. On 
the return trip, the Jerseyites will go to Detroit, proceed- 
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Window radiators and 7 
standard heights in 
three-, five- and seven- 
tube sizes. 








HE very latest de- 

velopment in radi- 
ator construction com- 
bining beauty and re- 
finement in design with 
strength, durability and 
efficiency. Write for de- 
tails of our complete 
line. 


GAV@)N 
ype? pfurpac 


BOILERS 








UNION Radiator Co. 


Office yo Works: e mcraiga Pa. 
An equally ideal ieak Wiscelh 
grade builder. New York Philadelphia “Chicago 


Superlative fea- 
tures. Low cost, Baltimore Harrison, 


highes'* results! 






































Plumbing Specialties 


Sinks Sink Fittings 
Repair Plates Cesspools 
Water Boxes Vent Boxes 
Cesspool Plates Vent Caps 
Refrigerator Drains Boiler Stands 
Boiler Rings Wash Tray Legs 
Manhoff Fittings Cleanouts 
Trap Screws Ferrules Fresh Air Inlets 
Hydrant Tops Drive Ferrules 
Sisson Joints Service Boxes 
Gas Drip Boxes Roadway Boxes 
Sand Traps Solder Pots 
Ideal Closet Bends Ideal Flanges 
P’’ Traps **S” Traps 
Running Traps Drum Traps 


Anti-Syphon Self Cleaning Traps 





Soil Pipe, Soil Fittings, and Cast Iron 
Plumbing Specialties 





SANITARY COMPANY OF AMERICA 


Linfield, Pa. East Greenville, Pa. 
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ing to Buffalo by boat, then complete the journey by train. 
Costs per capita will range from $174 to $195, depending 
upon sleeping accommodations, these figures including all 
meals, Pullman and other accommodations, as well as 
railroad fare. 

Four essays in all had been prepared for the edification 
of the delegates. Elmer Harris of Newark had written a 
masterly dissertation on the effects of various gases, end- 
ing with the recommendation that gas appliances should 
be installed by competent plumbers. Joseph A. Durr of 
Montclair told of the many things a master plumber of 
today had to know, advocating specializing on one or more 
branches of the business. H. F. Baillet of Newark talked 
of budgets for state and local associations, and Charles 
Samuel of Montclair had prepared a paper with the title 
“Who Will Sell Plumbing Tomorrow,” which pointed out 
the dangers to be avoided by master plumbers. 


The afternoon session was devoted to resolutions, dis- 
cussions of the good of the order, election of officers, and 
the like. A feature was the votes of thanks to the retir- 
ing officers, to committeemen of the past year, to the 
trade press, to the speakers and to the Newark associa- 
tion, hosts to the body. A separate vote was taken to 
thank two concerns who had the entire convention as their 
guests at two meals. Luncheon the first day was provided 
by the Thatcher Company of Newark, the meal being 
served in the great dining room of the club, practically 
500 people taking advantage of the boiler company’s hos- 
pitality. In attendance from the manufacturers were 
James Lyons and R. C. Cook, officers of the company, be- 
sides a large number of salesmen who were on hand 
to see that everyone had tickets. 


(To be continued) 
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Plumbing Instruction in 
Baltimore 


(Continued from Page 36) 


tory of plumbing and a study of corrosion and solids and 
solutions. This group also includes study of plumbing 
materials, principles of mechanics, principles of hydro- 
mechanics, pneumatics and strength of materials. 

The student is required to do a good deal of homework, 
and his employer is requested to check up on his work 
while he is on the job, to see whether or not he puts into 
effect the instruction he gets at school. Students, for 
instance, are required to remove all burrs from inside of 
pipe after it has been cut by the use of the reamer. This 
applies to all sizes of pipe regardless of whether it be 
supply or waste pipe. Another point emphasized is, in using 
pipe joint cement care should be exercised in its applica- 
tion. It should be applied, the student is taught, to the 
first few threads of the male end. Some employers, ac- 
cording to Mr. Nichalson, have been very active in co- 
operating with him in checking up on such matters. 

Shop work covers practice in the use of stocks, dies, 
reamers, taps and cutters. Jobs include simple pipe work, 
soldering, joint wiping, roughing in and fitting up sinks, 
lavatories, tubs and closets, cutting and calking cast iron 
soil pipe, installation of gas heaters, ranges, tanks and 
circulation systems. Several small rooms are used as 
models and have been fitted up thoroughly, and dismantled 
several times in the course of the work. Fixtures and 
tools, it may be noted, were given to the school free of 
charge by wholesale supply firms and manufacturers of 
Baltimore, and new gifts are constantly coming in. 

Special emphasis is placed on mathematics applied to 








Does a Sizable Job 








Irvington 
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One seven section W-21 
Burnham High Pressure 
Boiler at the Arundel 
Apartments in Baltimore, 
furnishes hot water for 66 
bath rooms, 2 doctors’ 
ofhces and a restaurant, 
besides giving full kitchen 
and laundry service. 









Arundel 


Mr. J. Burman, the owner, 
has put Burnhams into 


two other apartment houses 
he owns in Baltimore. 


That’s not all the story, 


but all we have room for 
here. Glad to write you the 
rest of it if you’re interested 
in hot water supply. 


Representatives in all principal cities of the United States and Canada. 








New York 
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THE “RICHMOND RADIATOR | 
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sebpicr Its greater heating surface alone is enough to 

padi mark the “Richmond” as the most outstanding 

sed as > . age : 

aims radiator ever designed. Add to this its im- 

*: ol proved accessibility—the greater ease with 

free of which it can be cleaned and painted—and it 

rers of stands, unquestioned, the leader! 

lied to Every possible square inch of heating surface is 

Baas utilized in this remarkable new radiator. And 
every superfluous, protruding surface is elim- 
inated. Thus the best possible airflow is 





achieved. 


And the more liberal space between sections 
permits the quickest distribution of heat. 


The Acme of Balanced Beauty 


Note the fine streamline body of the 
“Richmond.” Has such perfectly balanced 
beauty ever before been achieved? No frills 
nor fancies, no bulkiness, no ugly extended 
fittings. From top to bottom it is the most 
symmetrical radiator ever cast. 


Send the Coupon for Complete Mechan- 


ical Description. Contains Illustra- 
tions and Measurements of All Sizes. 





RICHMOND RADIATOR COMPANY 


INCORPORATED 
Executive Offices 


1480 Broadway, New York, N. Y. 


Manufacturers of 


Enamel Ware, Radiators, Gas, Steam and Hot Water Boilers 
Radiator Factory, Uniontown, Pa. 


Branch Offices 

Chicago 568 Wrigley Building Boston 460 Park Square Building 
Philadelphia © 2241 North American St. Cleveland Cedar Ave. & Ashland Rd. 
Harrisburg, Pa. 116 South Second Street 























Richmond Radiator Co., 


A credit to perfect workmanship 


The 
RICHMOND 


made in three 
widths. Three, 
five and seven 
tubes and in sev- 
eral heights. Send 
Coupon for com- 
plete speci- 
fications. 





1480 Broadway, N. Y. 
Please send details of the new 
Richmond Radiator. 


Address 











DE 5-28 sl 






; 
: 











DOMESTIC ENGINEERING May 28, 1927 


THE FINEST EIXTURE® 
IN EVERY PERIOD 
DURING 71 YEARS 
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YEAR after year, since 
1856, Peck Bros. & 


a 3 Company have led the 


way in high quality plumb- 
ing fixtures. 


Today, Peck leadership 
has brought them into the 


nations best residences, 


hotels, clubs, apartments 
and commercial buildings. 
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@ ' All Peck fixtures can be furnished 
Mw in Peck's Crodon finish if desired. 
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m\NEW HAVEN.CONN. NEW YORK CITY. fe 















Mention Domestic ENGINEERING when writing advertisers. 
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plumbing problems such as figuring quantities and weights 
of pipe, cubic contents of boilers and tanks and capacity 
weights of pipe, and estimating costs. The shop drawing 
includes details of pipe fittings, valves, traps, lead joints, 
sections of plumbing fixtures and details of connections, 
plans of buildings, and complete layout of drains, vents, 
waste, soil and water pipes. The science covers problems 
to be met by the plumber in his daily work, such as water 
pressure, effect of heat and cold on various metals, siphons 
and elementary chemistry dealing with heat, air, and 
various materals and supplies used in the plumbing trade. 


“DOMESTIC ENGINEERING” PROBLEMS USED 
FEATURE of the classroom work is the use of 
‘\ plumbing problems furnished by ‘‘Domestic Engi- 
neering’’ to plumbing schools throughout the United 
States. These were incorporated into the course last fall, 
and have been found very valuable, according to Mr. 
Nichalson. 

“These lessons work very well after the student has 
reached a certain point in drawing,’’ said Mr. Nichalson. 
“I give each of the more advanced students at least a 
problem a month, adapting them, however, to our own 
methods. I give the student skeleton fixtures and have 
him pipe out according to our own system.” 


Another new feature is a series of talks to be given by 
representatives of various firms on appliances. The first 
was given recently by a representative of the Welsbach 
Company to demonstrate their automatic storage water 
heater. This company donated one of the heaters to the 
school. 

The ages of the students of the day school range from 
14 to 16. An interesting commentary on the value of the 
night course is found in the fact that several journeymen 
of long experience—one of them 38 years old—are finding 
it of much benefit. The youngest night school student is 
16. Quite a few students are licensed plumbers, four hav- 
ing obtained licenses since they began attending the school. 

It may be readily seen that the plumbing school is ready 
to save the apprentice years of painful struggling, to 
broaden his outlook on his own profession, and to give him 
a thorough training in all its branches. Why, then, are 
the master plumbers reluctant to send their boys to it? 
Mr. Nichalson believes he knows the answer. 

“In the first place,’ he said, “in spite of the praise 
given the school by the master plumbers who have used it, 
there are a good many old-time men who are suspicious 
of anything new, and who are very hard to convince. 
They don’t realize the unquestionable value of the school. 
It must be admitted that only a small percentage of old 
timers in any profession are broadminded along educa- 
tional lines. 


“In the second place, the master plumber must pay his 
boy by the week, and the time he spends in school is at 


the master plumber’s expense. It is up to us to convince 
the master plumber that he gets ample returns on this 
investment in the increased efficiency of the boy. This is, 
of course, aside from the fact that the master plumber 
Owes it to his profession to provide as well as he can for 
the welfare of those who will one day take his place. 


TAKE AN UNFAIR ADVANTAGE 


6é HERE have been cases where a boy sent to the | 


school by one master plumber, has been offered 
More money by another master plumber to leave the school 
and come with him. This sort of thing, which is unfair 


and hurtful to the boy, can be stopped only by a general 
agreement among the members of the trade. 


“It is harder to convince the trade of the value of a 
plumbing school in an open shop town like Baltimore than 
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Bear This in Mind 


Heating with Gas 
Solves many a Heating Problem 


MEARS-KANE-OFELDT, INC. 


Manufacturers of 


GAS FIRED BOILERS AND WATER HEATERS 
1903-1915 EAST HAGERT STREET = PHILADELPHIA 


COMBATS 
FRICTION ! 


Helps to insure clean-cut, 
uniform threads. 5 gal.— 
half drum—drum lots. 
Order trial drum. 





one 
RED CUT 


PIPE THREADING OIL 


Red-E-Hall Portable and Hall-Will Super 4’-6"-8"-12" Pipe Threaders 
mfg. by HALL-WILL, Inc., Erte, Pa. 











HAT water heater 


keeps the water sup- 
ply uniformly hot and 
requires no ‘service? 


Write for Circular D. 


Chicago Automatic Electric Boiler Co. 
1966 Southport Ave., Chicago, Ill. 


DE-Gray 
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HE Donnelly Pressure 
Relief Valve operates 
automatically when the 


pressure becomes too great. 
And it really operates, too. 


The external spring elimi- 
nates the possibility of cor- 
rosion. 


Ask your jobber or write us 


Donnelly Manufacturing Company 











29 MILLS ST, MALDEN, MASS, 
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in union districts. In the union districts the boy, in the 
first place, knows exactly what he’ll get during his ap- 
prenticeship and after, and can estimate the value of the 
school in dollars and cents. In this connection it may be 
noted that of our eight part-time day students, five have 
been sent to school by union masters. 

“Still, the school is doing good work, and is finding 
staunch advocates in those who are benefiting by it. Now 


that we are beginning to turn out graduates, there will 
be a way of comparing the work done by school-trained 
men with those who have not been so fortunate. Practical 
results cannot be refuted; and the time will soon come, I 
believe, when we will no longer have to rely on what the 
old timers call ‘theories.’ 

“Meanwhile the Maryland Master Plumbers’ Association 
is doing splendid missionary work along these lines. In 
the near future we are going to try to reach the younger 
students in the public schools through the vocational 
guidance conferences held in them from time to time. I 
have asked the school authorities for permission to speak 
to these conferences and tell them what they may expect 
if they choose the vocation of the plumber. 

“The slogan of the association is, let every master 
plumber send at least one boy to school. For my part, I 
can safely say that the school is prepared to take care of 
as many as they are willing to send.”’ 

At the left of the chart are the names of the students, 
then the date of entry into the school. In the following 
columns are listed the various subjects to be taken up 
with their subdivisions. 








TRIPLEX 


Shower and Tub Fixture 


(Several, Patents Pending) 
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Under unit No. 1 is history of plumbing, disease, water 
supply, waste disposal, questions; under unit No. 2, forms 
of pipe corrosion, electrolysis, protective methods, solder- 
ing and tool protection, questions; unit No. 3, mechanical 
and chemical solutions, hard water and water softening 
devices, alloys, questions; under unit No. 4, mortar, ce 
ment and plaster of paris, iron cement and putty, cautions 
in use of same, caustic, closet cleaners, boiler compounds, 
penetrating oils, questions; unit No. 5, properties of mat- 
ter, definitions, general properties of matter, special prop- 
erties of matter, motion and velocity, force, center of 
gravity, centrifugal and centripetal force, levers, wheels 
and axles, fixed and movable pulleys, incline plane and 
wedge, the screw, friction, work, power and energy, ques- 
tions; unit No. 6 deals with Pascal’s law, downward pres- 
sure, upward pressure, lateral pressure, oblique pressure, 
pressure in pipes and cylinders, buoyant effects of water, 
capillary attraction, velocity or effluent, mean velocity, 
rules for velocity of discharge, rules for quantity of dis- 
charge, influence of bends, action of pumps, air chambers, 
hydraulic ram, steam pumps, pump calculations, questions; 
unit No. 7, pressure due to weight of air, vacuum, the 
barometer, variation and direction of air pressure, tension 
of gases, absolute and gauge pressure, Mariotte’s law, - 
pneumatic machines, the air pump, the air compressor, 
Magenberg hemisphere, Hero’s fount, the siphon, ques- 
tions; unit No. 8, definition of unit stresses, elasticity 
and measure of elasticity, breaking and working stresses, 
rules for tensile strength, chains, hemp rope, wire rope, 
strength of cylinders, crushing strength, constant for 
wrought iron, constant for cast iron pillars, constant for 
wood pillars, transverse strength, rules for transverse 
strength, rules for shearing or cutting strength, questions. 


















A complete line of this popular 
fixture shown in our supple- 
ment catalog. 






















Ask your jobber or write for copy. 




















MANUFACTURED BY | LaGrande, Ore.—Karl Lynch has engaged in the plumb- 
" ° ing and heating business. 
Milwaukee Flush Valve Co. | Mountain View, Calif.—-J. H. Mockbee, formerly in 





charge of the plumbing department of the Minton Co., has 
| engaged in the plumbing and heating business at 509 Dana 
| street. 


Milwaukee, Wis., U.S. A. 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








NATIONAL DISTRICT HEATING ASSOCIATION HOLDS 
EIGHTEENTH CONVENTION 

The eighteenth annual convention of the National Dis- 
trict Heating Association was held at West Baden, Ind., 
May 17, 18, 19 and 20, with headquarters at the West 
Baden Hotel. Interesting papers were read and discussed 
during the meetings which were held in the morning, and 
golf was the usual program in the afternoon. 

Charles Gillham of New York City was elected presi- 
dent- of the association for the forthcoming year, with 
Charles H. Day of Cleveland, Ohio, elected first vice presi- 
dent. John W, Meyer of Philadelphia, Pa., was elected 
second vice president, and J. C. Butler of Chicago will be 
third vice president. D. L. Gaskill of Greenville, Ohio, 
was elected secretary-treasurer. The executive committee 
is composed of J. E. Seiter of Detroit, Mich.; W. W. 
Stevenson of Pittsburgh, Pa., and N, W. Calvert of Detroit. 

C. W. Organ of Springfield, Ill., made an interesting 
talk on “Combined Electric and Heating Plants Operated 
as Heating Stations with Electricity as a By-Product.” 
“A Design for a New Underground Heating and Power 
Intercommunicating System for Purdue University’’ was 
the subject of a talk by Prof. J. D. Hoffman, director of 
the department of practical mechanics at that university. 
J. E. Woodwell, consulting éngineer of New York City, 
talked on ‘“‘The Concentric Piping System of Steam Dis- 
tribution.”” R. H. Heilman of the Mellon Institute of In- 
dustrial Research, University of Pittsburgh, Pittsburgh, 
Pa., read a paper on ‘‘The Economical Thickness of Insu- 
lation for Uuderground Distribution Systems.” 

Herbert Janvrin Browne of Washington, D. C., spoke 
on “Pending Climatic Conditions’ and Charles M. New- 
comb of Cleveland, Ohio, talked on ‘‘The Psychology of 
Laughter.” V. W. Hunter of the Buel Land Co., Detroit, 
Mich., spoke on an experience with orifice method of 
steam distribution. 

The ladies were well entertained by a tea party at the 
Hoosier Club Wednesday afternoon and a trip to Marengo 
Cave Thursday. Tuesday evening was featured by a trip 
to French Lick, Ind., where the entire party went to 
Brown’s. A surprise party was held Wednesday evening 
in the Pompeian Court. The annual banquet was held 
Thursday night. An address was made at the banquet by 
John F. Gilchrist, vice president of the Commonwealth 
Edison Co., Chicago. 

NEW SUPPLY CO. OPENS 

The J. Kasof Plumbing Supply Co., with headquarters 

at 51-53 Bridge street, Paterson, N. J., has just been or- 


ganized. The company starts with a sales force of two 
salesmen. 








OPENS MID-TOWN BRANCH 


The United Plumbers Supply Co., Inc., with headquar- 
ters at 441 Exterior street, Bronx, New York City, is open- 
ing a mid-town branch at 430 West Forty-second street, 
Manhattan. James S. Green, formerly manager of the 
concern’s Ninety-ninth street branch, will be manager of 
the new store. 
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COCHRAN-SARGENT CO. GIVES RECEPTION IN NEW 
BUSINESS HOME 

Cochran-Sargent Co. of St. Paul, Minn., has moved into 
its new building at Third and Broadway in that city and 
celebrated the event by tendering a reception and ‘open 
house’ on Wednesday afternoon and evening, May 4, to 
the St. Paul retail trade, with a buffet supper, and at 
noon the following day tendered a like reception and 
buffet luncheon to architects, engineers, jobbers and manu- 
facturers’ representatives in St. Paul and Minneapolis. 

The officers of company, President M. M. Cochran, 
Treasurer H. H. Sargent, Vice President V. R. O’Brien and 
Secretary Geo. C. Rugg, assisted by H. Davis, Frank 
Winterer and city salesmen, acted as a reception commit- 
tee in the new display room. 

The Cochran-Sargent Co. started in business in 1912, on 
Sixth street in St. Paul, with a total force of six or seven 
men. In 1915, with the personnel of the organization 
more than doubled, the company moved to larger quar- 
ters on the same street. In 1920, the company moved into 
the larger building of the Western Supply Co., having 
bought out that company. In its latest move to the new 
building shown on this page, the greatest advantages are 
additional floor space for offices, showrooms and merchan- 
dise, trackage to warehouse and pipe yards, and an ar- 
rangement of routing between the different offices, stock 














The top picture shows the exterior and the bottom picture 
the showroom of the new building of the Cochran-Sargent 
Co., at St. Paul, Minn. 


ee a 





—— ee ee 


Sai 










82 





rooms, shipping rooms, city delivery, city desk and ma- 
chine shop. 

With the taking over of Western Supply Co.’s building 
and stock in 1920, the Cochran-Sargent Co. also took 
over that concern’s office and warehouse in Fargo, N. D., 
so that today it has establishments in Sioux Falls, S. D., 
Fargo, N. D., and two warehouses in St. Paul and Min- 
neapolis. 





OPENS OFFICE IN ST. LOUIS, MO. 
The Stark Pump Company of Detroit, Mich., has opened 
an office at 406 Market street, St. Louis, Mo., which is to 


cover the southwestern territory. The office is in charge 
of W. Garesche. 





JOHNSON MFG. CO. SUCCEEDS JOHNSON-MURPHY CO. 

R. R. Johnson has purchased L. F. Murphy’s interest 
in the Johnson-Murphy Company at 10226 Woodward 
avenue, Detroit, Mich., and will continue the business 
under the name of the Johnson Manufacturing Company 
in partnership with J. E. Johnson. 





OPENS BRANCH IN NEW YORK 
I. Greenbaum, 64-66 East 116th street, New York City, 
announces the opening of a west side branch at 104 West 
100th street. Michael Greenbaum, secretary, states a 
complete line of plumbing and heating goods will be car- 
ried at the new branch. 





NOW IN NEW LOCATION 
Rome Brass Radiator Corporation of New York City 
has moved its offices and showrooms to the New Corn 


Exchange Bank building, 1 East 42nd street. 





GRADUATION EXERCISES AT THE RUUD INSTITUTE 

An impressive ceremony was held in Jamaica, Long 
Island, N. Y., at 5:30 p. m. on Tuesday, May 17, when a 
class of thirty-three capped and gowned master plumbers 
graduated with honors from the Ruud Institute of Hot 


Water Engineering, of the Ruud Mfg. Co. of Pittsburgh, 
Pa. The accompanying picture shows the class, made up 
of masters from Queens County who had successfully com- 
pleted the course. They were handed their diplomas by J. 
Shane Nichols, Jr., founder of the school and later had the 
privilege of listening to an address by Dr. Shepperd, pro- 
fessor of history at New York University. 

The 33 were the graduates of a class which had a total 
enrollment of 50, organized in January by Mr. Nicholls in 
co-operation with the Queens branch of the Master Plumb- 
ers’ Association of the City of New York. The object of 
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the school was to teach the plumbers the fundamental 
principles of water heating, giving them a full and com- 
plete knowledge of that branch of their trade. 

Before a gathering which included many friends and 


relatives of the graduates, Mr. Nicholls opened the ex- 


ercises with a few words conveying the regret of Edwin 
Ruud at his inability to be present, and expressing the 
hope that the school had been of value to the master 
plumber-students. After his speech, he presented the 
diplomas, then introduced Dr. Shepperd. The eminent 
educator spoke of the object of the school, dwelling on 
the advantages which are bound to accrue if full advan- 


tage is taken of the new knowledge of the members, and 
pointing out the great rewards that come to the financially 
independent man. Speaking of the importance of knowl- 
edge, the doctor emphasized the fact that the day has 
come when a glib tongue is no longer an asset, unless it 
is backed up with a definite and accurate knowledge of 
products, when selling the public a product or a service, 


Following the exercises, a dinner was held at the 
Franklin Hotel in Jamaica, at which Matthew J. Kennedy, 
president of the Greater New York association, acted as 
toastmaster. Mr. Kennedy kept the gathering in laughter 
with his wit, keeping to the fore, however, his pride in 
the work done by the masters at this unique school. 

Jacob Stockinger, president of the Queens County mas- 


ters, the first speaker, expressed the thanks of the class 
members to Mr. Nicholls for the work he had done for 
them, including in the thanks C. J. Lennertz, manager 
of the Ruud Mfg. Company’s Jamaica branch, and E. L. 
Sanders and D. M. Steen, Long Island representatives of 
the company. Then, to prove the thanks heartfelt, Mr. 
Stockinger presented each of the men named with a beau- 
tiful watch. Responses from the four testified to their 
appreciation for the gifts. 

John Rogers, treasurer of the Queens County associa- 
tion, the next speaker, expressed the hope that master 
plumbers in other sections of the country would have the 
opportunity to attend such a school, and benefit as the 
383 had done. The evening was closed with a series of 


humorous stories by Dr. Shepperd. 

Mr. Nicholls, the founder, states that similar classes 
will be started in Boston, Pittsburgh and Cleveland, and 
that a class had already been started in New London, 
Conn. During the dinner it was also announced that 
Edwin Ruud had donated $1,000 to the scholarship fund 
of the National Association of Master Plumbers, to be 
used by master plumbers’ sons at the course on sanitary 
plumbing and heating in Carnegie Institute of Technology. 

Graduates included John Schmidt, John J. Stieger, 
Charles W. Burst, Edwin H. Dowse, William Lohse, Wil- 
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liam P. Murray, Joseph R. Mittasch, Fred G. Zweygart, 
Thomas J. Whalen, Edward L. Palmer, S. James Hazel- 
bauer, Sam H. Abrams, John J. Ruf, John H. Wells, Otto 
Kirchmeier, N. P. Donohue, Albert J. Weigel, Harry 
Hauck, L. J. Redmond, Paul A, Genovese, Michael A. 


Genovese, Jacob Stockinger, Joseph Stockinger, N. J. 
Thaler, Albert H. Boeckel, William Viebrock, Charles 
Viebrock, William C. Grace, John F. Rogers, Thomas F. 
Stapleton, Charles A. Budrie, Joseph Gmelch, and Ralph 
WwW. Adams. 





OPENS BRANCH IN NORWALK 


The Yonkers Supply Co., Yonkers, N. Y., has added to 
its string another branch house where plumbing and 
heating supplies will be distributed. The newest one is 
the Yonkers Plumbing Supply Co., Norwalk Branch, at 
Stevens street and West avenue, Norwalk, Conn. George 
S. Tompson, who has covered this territory in the interest 


of the concern for the past eight years, is the manager. 





NEW SUPPLY HOUSE IN MOUNT VERNON 
Alex. Scott, for over a quarter of a century identified 
with the trade in New York City and vicinity, will open a 
supply house at 23 West Second street, Mount Vernon, 
N. Y., on June 1. Mr. Scott will take personal charge of 
the business, including the buying, and the new concern 


will do business under his name. For the past four years 


he has been manager of the New Rochelle branch of the | 
United Plumbers Supply Co. He was connected with Cen- | 


tral Plumbers Supply Co., of Portchester, for two years 
previously, and had been with the J. L. Mott Co. for 20 
years before that. 





BRASS MANUFACTURERS HONOR RETIRING 
COMMISSIONER 


William M. Webster, whose recent resignation termi- 
nated twenty-five years of service as commissioner of the 


National Association of Brass Manufacturers, was recently | 


tendered a testimonial luncheon at the Hotel Cleveland, 
Cleveland, Ohio. H. C. Bulkeley, president of the asso- 
ciation, gave a short talk, and told of the loyal services of 
Commissioner Webster. E. F. Niedecken, president of the 
Hoffmann & Billings Mfg. Co., Milwaukee, Wis., added 
to the remarks of Mr. Bulkeley. 

H. L. Ottke, of the Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa., made a short speech of presentation and pre- 
sented to Mr. Webster a reindeer suitcase, a complete set 
of matched golf clubs, a golf bag and golf balls. In 
addition Mr. Webster received a solid silver replica of a 
lighthouse. On it was inscribed, ‘“‘Presented to William 
M. Webster, commemorating twenty-five years of true and 
faithful guidance, by the National Association of Brass 
Manufacturers, 1902-1927.” 





PLUMBING AND HEATING GOODS EXHIBITED AT 
NATURAL GAS CONVENTION 

In conjunction with the annual convention of the Nat- 
ural Gas Association, held in Cincinnati, Ohio, May 10, 
11 and 12, an exhibit was held in the Music Hall in that 
city. A number of manufacturers of plumbing and heat- 
ing materials exhibited. Among them were the following: 

A. M. Byers Co., Pittsburgh, Pa., had an exhibit of 
Wrought iron pipe. The Lunkenheimer Co., Cincinnati, 
exhibited valves, while the Linde Air Products Co. showed 
oxy-acetylene welding equipment. The Wheeling Steel 
Corp., Wheeling, W. Va., had a booth for the convenience 
of visitors. Mueller Co., Decatur, Ill., showed valves. 

An electric ditcher was displayed by the Barber-Greene 
Co., Aurora, Ill., while the Ridge Tool Co., Elyria, Ohio, 
showed wrenches, vises and vise stands. The National 
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When you are called upon to solve the water heating 
problem of your customer, investigate well before you 
make your decision. 

Your choice must be sensible and sound, conse- 
quently you cannot afford to risk your reputation on 
inferior heaters. 

The Ohio No. 25 Water Heater has for years proven 
itself best. 

Write for complete details. 


The OHIO Heater Company 
Columbus, Ohio 














ESTIMATING 
RADIATION 


ie a very simple matter 
when P. "a “Table ot 
Estimated tion” is 
used. 





This table, consisting of 
two charts, one for steam 


the best catia! in the 
trade. 


The charts have been 
computed from standard 


recognized . They 
eee” MUS 
are A 
will save you time, waste oan - 

Given the amount of glass ourface, ex wall and 
cubical contents, the radiation for any size 
room can be read easily and quickly. 

They are printed i in two colors, on heavy celluloid, 
making four pages, size 414x674 inches, substantially 
bound together with cloth. 

rien Table of Estimated Radiation will wad 
for i used once or twice during the heating 
season. And it outlive several such seasons. 


Price, $1.00 Postpaid 


Domestic Engineering 
1900 Prairie Avenue :: Chicago, Ill. 
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HETHER your prospect 

owns a small, medium or 
large home, whether he wishes 
to pump from a shallow or deep 
well, stream or lake, you can 
meet all his demands with the 
Goulds line of Autowater Sys- 
tems. You give him a running | 
water system that will prove a 
X-210 Complete Unit permanent satisfaction, and 


Capacity aoe gallons bring you more business. 
per hour . ‘ 






Features Found Only 
in Goulds Pumps 


Automatic Oiling Pump— Requires oiling once 
in two or three months 
Ou’ side Packed Plunger— Easy to repack, with- 
out taking pump apart 
| Two Large Rubber Valves: Instead of four tiny 


ones 





Air Valve—No working parts to give trouble 
Bleeder Valve—Keeps pump always primed. 
A self-cleaning valve 
Crankshaft— Drop forged steel m 
Air and Vacuum Chambers: extra large W ~ sec W = vee 
. . c storage 
Floa ing Belt Tightener: instead of spring tc "sii sper 
tension type. Capacity 210 gal- 
Send for Autowater Systems Catalog 15. fons per hour. 


GOULDS PUMPS, INCORPORATED 


SENECA FALLS, NEW YORK 


GOULOS 


AUTOWATER SYSTEMS § 
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| welding field. He is a past 
| president of the American S. W. Miller 


May 28, 1927 





Tube Co., Pittsburgh, Pa., had a pipe display. Valves 


| were shown by the Hays Mfg. Co., Erie, Pa., and also in 
one of the booths maintained by Crane Co., Chicago. The 


other Crane exhibit featured gas water heaters. 


The Bryant Heater & Mfg. Co., Cleveland, Ohio, showed 


| gas-fired boilers, and the American Heater Co., St. Louis, 
| Mo., had a display of gas water heaters. Thermostats and 
| heat regulators were shown by the Honeywell Heating 
| Specialties Co., Wabash, Ind. The Home Incinerator Co., 


Milwaukee, Wis., had a display of domestic incinerators on 
view. The Cleveland Gas Burner & Appliance Co., Cleve- 
land, Ohio, had a display of various types of gas burners 
of its manufacture. 

Gas-steam radiators were shown by the Automatic Gas- 
Steam Radiator Co., Pittsburgh, Pa. The Minneapolis 
Heat Regulator Co., Minneapolis, Minn., showed thermo- 


| static controls and heat regulators. Richardson & Boyn- 
| ton Co., New York City, had a display of gas-fired boilers, 


and the Cleveland Heater Co., Cleveland, Ohio, had a 
booth in which water heaters were displayed. 





DONATES GOLD MEDAL TO BE AWARDED ANNUALLY 
BY AMERICAN WELDING SOCIETY 

At the annual dinner of the 

American Welding Society in 

New York City on April 28, 

an award to be presented by 

the society annually in appre- 


art and science of welding 
was announced. The award, 
made public by President F. 
M. Farmer, is in the form of 
a gold medal and is the gift 
of Samuel Wylie Miller, and 


it is to be known as the Miller 


the outstanding figures in the 





Welding Society, and is also 
an active member of the Society of Mechanical Engineers 
and the American Institute of Mining and Metallurgical 


| Engineers, as well as other organizations. Mr. Miller is 


consulting engineer of the Union Carbide & Carbon Re- 
search Laboratories, Inc. 





VETERANS HONORED BY MANUFACTURER 
The Jenkins Bros. Veteran League of Jenkins Bros., 
Bridgeport, Conn., held its annual banquet, recently, at 
Algonquin Club. The Veteran League is composed of 


| employes of 25 years of service or more. At the meeting 
| this year seven new members were received and presented 
| with gold badges, signifying 25 years of service. The new 
| members are: Albert Mussler, Joseph Schultz, Ernest Met- 


calf, Henry Ruzbarsziki, Thomas J. McCarthy, John Con- 


| way and Thomas J. Cavanaugh. 


Gold bars indicating 35 years of service were presented 


| to William G. Loeffler and Michael J. Delmar. A bar pin 


signifying 30 years of service was presented to Emil Weh- 
ger. The banquet was enjoyed by all and was followed by 
a theater party. 

Farnham Yardley, president of Jenkins Bros., and 
C. V. Barrington, vice-president, were the guests of honor. 
Both spoke in feeling terms of appreciation for the long 
and faithful service which had been given to the company 
by the 35 members of the league. Mr. Yardley was pre- 
sented with a basket of flowers in behalf of the veterans. 
The oldest member of the Jenkins Bros, Veteran League 
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is William B. Lockwood, who has seen 47 years in the | 
service of the company. Others with long terms of service 
include: James G. Abberton, 46 years; John E. Lyddy, 
41 years; Joseph F, O’Connor, 41 years; Franklin A. Ben- 
nett, 39 years;, Frank L. Schubert, 39 years; John Dirgo, 
38 years; John T. Sullivan, 37 years; Katherine A. Webb, 
37 years; Benjamin Reilly and John J. Howard 36 years. 





CLARENCE K. PRINCE CALLED BY DEATH 

Clarence Knight Prince, general superintendent and a 
member of the board of directors of the H. B. Smith Co., 
Westfield, Mass., died May 5, at the Noble Hospital in 
that city, following an operation for appendicitis. Mr. 
Prince was born in South Portland, Me., in 1869, when 
the town was known as Knightville. He was educated in 
the public schools of that section, and finished his educa- 
tion at Worcester, Mass., where he was graduated from 
the Worcester Polytechnic Institute in 1890. 

Mr. Prince became connected with the H. B. Smith Co. 
immediately after his graduation and has been with the 
company ever since. He was a member of the municipal 
lighting board of Westfield and its school committee, and 
was instrumental in establishing the Westfield Chamber of 
Commerce. He is survived by his widow, two sons, and 
his mother. | 





SEATTLE SALESMEN HEAR POWER PLANS 

At the regular bi-monthly meeting of the Seattle Chap- 
ter of the National Association of Plumbing & Heating 
Salesmen, J. D. Ross, superintendent of the light depart- 
ment of the City of Seattle, Wash., gave a very interesting 
talk on “The Power Situation in Seattle,’’ and showed 
how the development of the Skagit power plants will 
benefit everyone in the city. By developing cheaper power 
the city will have more industries, and thus more workers 
and therefore*there will be mare houses and apartments 
built, and, finally, there will be more plumbing and 
heating material to be sold. The secretary made the an- 
nouncement that all the salesmen were invited to a 
dance to be given by the master plumbers. Don Spauld- 
ing of the American Radiator Co. was introduced as a 
new member. 





PLUMBSTEAM CLUB HAS LIVELY MEETING 


W. Harold Mitchell of the C. L. Weber Co., Philadel- 
phia, and president of the Philadelphia Jobbers’ Associa- 
tion, was elected president of the Plumbsteam Club, the 
Philadelphia Chapter of the National Plumbing and Heat- 
ing Salesmen’s Association, at the regular meeting Friday 
night, May 13, held at the Elks Club. The’ other 
officers who will control the destiny of the club for the 
ensuing year are Leon Fest of Pierce, Butler & Pierce 
Mfg. Corp., elected to the vice presidency. C. W. Cope of 
the Trenton Potteries Co. was re-elected secretary, as was 
Gerald D. Sandham of Walls, Owen & Stambach Co., to 
the office of treasurer. 

President J. E. Willets retired with this meeting, after 
Presiding over a lively session. 

The club had the honor and pleasure of hearing J. B. 
Newman, chief of the Philadelphia Housing Bureau, speak 
on housing and sanitary conditions in that city, and the 
Hon. J. Hampton Moore, ex-Mayor of Philadelphia, who 
Was induced to speak before the club on the value of sani- 
tation by W. Wint Morgan of the I X L Pump & Mfg. Co., 
a newly elected member of the Plumbsteam Club. 

The club also had the pleasure of the presence of Wm. 
Webber, secretary of the National Association of Plumb- 
ing and Heating Salesmen, and secretary of the New York 
Chapter, who spoke briefly on the National Convention to 
be held in Newark, May 26, 27 and 28. Jack Flenn, presi- 
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STRINGER ROUGHING-IN SYSTEMS 
Save the Plumber TIME and MONEY— 


They come ready to install with no waste of material. Try 
them on your next job and be convinced of their merits. 


Manufacturers of complete roughing-in systems for either 
CAST IRON or SCREWED PIPE installations. We have 
fittings for any operation—from the smallest bungalow to 
the tallest building. 


Write for catalog of Modern and Economical Plumbing 
Roughing-In systems. 


STRINGER BROS. CO., Inc. 


1100 West 38th St. - Chicago, Illinois 


Factories: Gadsden, Alabama 
Warehouses: Chicago, Illinois, Gadsden, Alabama 
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PNEUMATIC—STORAGE—SPECIAL ¢= 
Black or Galvanized ( atalog 


The Novelty Steam Boiler Works Company ~ 


Clare and Kloman Sts. Baltimore, Md. 
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Automatic 


Gas Water Heaters and Storage Systems 





Always a step ahead! — in patented 
features, exclusive improvements 
and in money-making opportunities 
for you. 3% $3 3 


THE HOFFMAN HEATER CO. 
LOUISVILLE, KY. 








Oil Burner Controls 





Send for our new Bulletin 110 


It shows a complete line of oil burner con- 
trols and safety devices including the new 


“(Series 77’ Oil Burner Safety Control System 
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IRVINGTON, N. J. ; | 


DOMESTIC ENGINEERING 



























Models F. G. and H—Capacities 275 to_600 Gallons 
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a business builder these improved water supply systems 
are. The famous Murdock Vacuum pump with only eight 
working parts lifts water 28 feet reliably—and with excel- 
lent installation conditions 30 feet can be hand!ed. 

Your territory may still be open. Write us for full 
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INDIANAPOLIS 


Manufacturers of Automatic Water Systems, Deep Well Systems, 
acuum and Return Systems, Condensation Pumps 

















Real Sales Appeal In Every Detail 


In every detail of performance, appearance, durability 
and price Murdock Automatic Water Systems give good 
plumbers more sales, bigger profits, and freedom from 


Try one Murdock installation and see for yourself what 


details of the improved Murdock Automatic Shallow and 
Deep Well Water Systems and the big business oppor- 


: MURDOCK PUMP COMPANY 
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dent of the New York Chapter, also spoke briefly, stating 
he wanted to learn how the Philadelphia chapter con- 
ducted its meetings. He also spoke on the national em- 
blem and urged the members to adopt it. 

In winding up the year’s business, President Willets 
called for the auditing committee’s report and it was pleas- 
ing to note that a substantial balance was on hand. The 
club now has 106 active memers, including the two new 
members, W. W. Morgan and L. M. Anders of Kohler Co,, 
elected at this meeting. 

President Willets appointed W. Harold Mitchell and 
C. W. Cope as a committee on resolutions to be presented 
at the national convention in Newark. : 

After the election of officers, President Willets intro- 
duced J. B. Newman. The members were very much 
interested in knowing of some of the deplorable sanitary 
conditions existing in Philadelphia. He stated there are 
over 10,000 houses in that city that do not have sewer 
connection; 30,000 homes that still retain the outside 
water closets and have no inside plumbing fixtures at all. 
The speaker then cited cases of the conditions found in 
the older sections of the city and gave the figures of a 
survey made of 2,000 houses. Eighteen per cent have 
complete equipment, 22 per cent have heat, 46 per cent 
bath tubs (many used as coal bins), 17 per cent have oil 
lamps as means of lighting. 

There are one-quarter million people in the city occu- 
pying sub-normal housing conditions. The death rate of 
Philadelphia is higher than in the average large cities of 
the country. All of which proves there is still a big mar- 
ket for plumbing and heating in remodeling of old 
buildings. 

The Hon. J. Hampton Moore was next introduced and 
gave the members some interesting high lights on city 
government. He then discussed the value of sanitation as 
it relates to government and business. He told the mem- 
bers they were important cogs in the wheel and how they 
should co-operate with the city in the development of san- 
itation. 

A. A. Tomlinson, president of the Tomlinson Co., 
was spied sitting in the audience, and spoke briefly to the 
members on the campaign to raise $500,000 for the 
T. BB. B. 

Harry Walther, chairman of the entertainment commit- 
tee, had his usual good talent entertaining during the din- 
ner preceding the meeting. 

It was decided to hold the annual outing on Friday, 
June 17, and Messrs. Fest, Anderson, Rodgers, Cleary and 
Minnick were appointed to assist Chairman Walther in 
arranging the affair. 








EASTERN TRADE GOLFERS PLAY 


On Thursday, May 12th, the Eastern Trade Golf Asso- 
ciation held its monthly meet at Westchester Hills Golf 
Club, White Plains, N. Y. In spite of a hard rain in the 
morning and threatening weather all day, the playing 
conditions were not as bad as might be expected, and 
forty-two members played golf. 

The Westchester Hills Golf Club is one of the most at- 
tractive in Westchester County. An excellent luncheon 
and dinner were served in the new club house. 

President Thos, J. O’Donnell, with a running commen- 
tary of fun, gave out the names of the prize winners: 
T. M. Kellogg and J. K. Law winning the best bal! four- 
some in the morning in Class A with a net 72. E. ©. 
Shepard and C. A. Walsh, Jr., won the best ball foursome 
in Class B in the morning with a net 78%. 

In the afternoon medal play the first prize in Class A 
was won by Thomas Cochran with a net 79. He § lected 
a pair of matched clubs donated by J. Barnum of Ameri- 
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can Radiator Company. Second prize was won by H. J. 
Reeves with a net 80, he selected a silver vase donated 
by Charles Hartmann Company. Third prize was won by 
F, A. Murray, with a net 80. He matched Reeves for 
second prize and lost, and Murray selected an order on 
Spalding for $15, donated by J. Barnum of American 
Radiator Company. Fourth prize was won by M. G. Hook 
with a net 81. The prize was a set of matched irons do- 
nated by the association. First prize in Class B was won 
by Al. Dovel with a net 65. He selected a pair of matched 
clubs donated by S. H. Sweeney. S. H. Sweeney won second 
prize with a net 66 and selected a wind-breaker donated 
by Elwood White, president of Thermal Appliance Com- 
pany. J. E. Weil with a net 73, won third prize, and 
took a golf bag donated by the association. Wallace J. 
Osborn, ‘‘Domestic Engineering,’ won fourth prize with 
a net 75 and selected the only remaining prize consisting 
of a $10.00 order on Spalding, donated by the association. 

The following are the scores for the afternoon medal 
play: 


Class A 

Gross Hdcp. Net Gross Hdcp. Net 
BW 6ceiewnas 94 4 90 WOOO .ovcwss 104 18 86 
Patterson, Jr. 95 10 85 Cooney ....+. 104 15 89 
Cochran ..... 94 15 79 Staples oo cess 96 9 87 
ME: ssacoees 106 16 90 PE sveaens 95 9 86 
Hubbard .... 94 12 82 ere 108 16 92 
Reeves ...... 84 4 80 MOOG o6<0:000 108 16 92 
Townsend ... 96 8 88 Murphy ..... 96 10 86 
Burtenshaw .101 8 93 POD as vcccss 95 10 85 
Fleisher ....109 18 91 Murray ..... 90 10 80 
Garfield .... 85 0 85 Ce ee 96 15 81 

Class B 

Gross Hdep. Net Gross Hdcp. Net 
ere 100 24 76 | ree 109 36 73 
Barnum .....113 29 84 Sweeney .... 96 30 66 
Doherty ....114 27 87 Carviin 2.0% 127 36 91 
 ovseee% 103 22 81 Strader ..... 116 25 91 
Shepard ....102 25 Le f Driscoll ....110 32 78 
O'Donnell ..102 25 77 Dornheim ...153 36 117 
Al. Dovel.... 90 25 65 TORMIS. 2.0 s0% 2 103 21 82 
Cordner .....114 24 90 OBDOTR: 60 000% 94 19 75 
ee aerere 119 24 95 Carpenter ..127 36 91 
Patterson, Sr.115 31 84 Schmidt ....122 36 86 
Se. écaues.ats 98 21 77 


It was decided to hold the next meet of the association 
at White Beaches at Haworth, N. J., June 9. The sugges- 
tion was made by W. H. Driscoll that the association play 
the Wolf’s Hollow course at Shawnee on the Delaware for 
the June meet, but this was referred to the tournament 
committee to consider playing this course for the Septem- 
ber meet. The August meet of the association will be 
held at Winged Foot. 

Charles Wood offered a special prize for anyone in the 
association making a hole in one. 





EXHIBITS AT WATER WORKS MEETING 


The Mueller Co., of Decatur, represented by W. R. 
James, general manager of the Eastern Division, and Ralph 
Gumaer of Syracuse, and the Kingsford Foundry & Ma- 
chine Works, of Oswego, N. Y., each had exhibits at the 
Meeting of the New York Section of the American Water 
Works Association, held May 5 and 6 at the Pontiac Hotel, 
Oswego, N. Y. The products shown were those of interest 
to water works officials. 





POWER SHOW WILL AGAIN BE HELD IN CHICAGO 
NEXT YEAR 

The Third Midwestern Engineering and Power Exposi- 
tion will be held in the Coliseum building, Chicago, Feb- 
Tuary 14 to 18, inclusive, 1928, according to official 
announcement just issued by Secretary G. H. Pfisterer, 
Chicago. Several changes have been made in the build- 
ing which will be of advantage to both exhibitors and 
Visitors. The new floor plan takes advantage of the size 
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Se 


Not One Complaint 
in Over a Year 


oft the 
Commonwealth 
+ Club 


~ hestaut Hills, Mass. 


— 


Mr. J. W. Kennedy, Secretary, writes us: 


“After more than one year’s use of these new 
valves, we have not had one complaint from 
the locker rooms, neither have we had to make 
any repairs or adjustments, as the Powers 
Mixer is a strong, rugged machine well suited 
for hard usage given such equipment. 


“Many members of the club have remarked 
about the great improvement in the showers 
since your Mixers were put in, and we take 
pleasure in recommending Powers Mixers for 
all shower bath work.” 


There’s big money for the live Master Plum- 
ber who will present this wonderful Mixer to 
Golf Clubs, City Clubs, Hospitals, Hotels, and 


other institutions, because it will do in every 
case what it is doing for the Commonwealth 
Country Club. Users of shower baths are con- 
stantly complaining that they cannot regulate 
the temperature of a shower equipped with 
hand valves and ordinary mixer, and they will 
all cast a vote of thanks for the plumber who 
installs the POWERS Mixer. 


Write for new 20-page book which describes 
this remarkable ’ ‘mixer, shows results of tests, 
and gives names of hundreds of users who 
have brought their showers up-to-date with 


POWERS Mixers. 


The Powers Regulator Co. 


86 Years of Specialization in Auto- 
matic Temperature Control 


2716 GREENVIEW AVE., CHICAGO 
































35 other offices—See your tele- 
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RADIATOR HANGER 














The adjustable hanger—no accurate 

placing of anchor bolt necessary. It’s 
adjustable both laterally and vertically. 
Requires only one bolt per hanger. Pro- 
vides the easiest way to install the more 
convenient, sanitary /egless radiators. 


Healy-Ruff Company 
770 Hemedon Ave., St. Paul, Minn. 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 


service. 
Write for catalog. @ 


Frost Proof Closets. Direct flush 
or after flushing. 
Philip Haas Co., Dayton, O. 





























Michigan Smelt- 
ing and Refining 
Co. now operat- 
ing Acme Brass 
and Capitol Brass 
Works Divisions. 


Plumbers Brass 
Goods That Are 
Dependable 
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Armstrong Bros. 


PIPE CUTTERS 
and Cutter Wheels 
Write for free catalog 
| All Kinds- 

All Sizes 


Equipped with Armstrong 
Bros. Improved Knife Blade 
Cutter Wheels made from 
ALLOY TOOL STEEL. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S.A. 
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of the building, which is nearly 500 ft. long and 175 ft. 
wide. In this great length hundreds of booths will be 
consolidated and all will be plainly visible to visitors. 









OAKLAND SALESMEN HEAR AMERICANIZATION 
TALK 











A keener interest than ever is being displayed in their 
meetings of late, by the members of the Oakland (Calif.) 
Chapter of Plumbing and Heating Supply Salesmen, due 
to efforts of their officers in securing well qualified speak- 
ers on live topics. Their luncheon meeting, held at the 
Elks Club, May 12, was one such occasion, the speaker of 
the day being Mrs. Felicia Evans, director of citizenship 
of the Alameda public schools. Taking for her subject 
“Naturalization Work,’’ Mrs. Evans propounded a series 
of questions which have to be satisfactorily answered by 
her classes before they are considered eligible for gradu- 
ation. Despite the 100 per cent Americanism gathered 
about the tables, a number of these questions had to be 
answered by the speaker. Enlarging on these answers 
and commenting on this phase of work undertaken by the 
public schools, Mrs. Evans maintained a lively interest in 
her talk from start to finish. 





BALTIMORE JOBBERS CONTINUE BOWLING LEAGUE 

The teams of the Wholesale Plumbers’ Supply Bowling 
League of Baltimore, Md., are battling to a thrilling finish 
before galleries that are augmented every week by enthu- 
siastic rooters from offices and factories. The H. E. Crook 
five has gone into the lead with a remarkable score of only 
three lost games. They are closely followed by the Stand- 
ard Sanitary Mfg. Co.’s Factory team, and there is still a 
chance that they may be nosed out by the end of the sea- 
son. Some very creditable scores have been piled up, both 
by teams and by individuals, and an interesting test of 
the material developed in this, the first half season of the 
league, will be made toward the season’s close. Arrange- 
ments are being made to have a contest between the best 
five men in the Washington, D. C., league. A match 
will be held in Baltimore within the next few weeks, and 
a return match will be held in Washington soon thereafter. 
The five who will probably represent Baltimore in the 
match are Derringer of the Southern Supply Co., Krueller 
and H. Crook of the H. E. Crook Co., Keefer of the Jas. 
Robertson Mfg. Co., and Doerr of the Standard Sanitary 
Mfg. Co.’s Factory. The standing of teams and individuals 
on April 21 is as follows: 


Team Won Lost Pet. 

Fe, Es ME MPO a snd koi se we 0094 545 059.095 30 3 909 

Standard Sanitary Mfg. Co. Factory..... 27 6 818 

Eee EO RivisandtussnsokavrGbaeeee 24 9 6727 

Te Re ae 6 re 24 9 727 
Ee go ea ar 21 12 636 
ne en Ee 20 13 606 

* Bye be AR | ee eee ee nee pear 18 15 545 

Standard Sanitary Mfg. Co. Office........ 17 16 515 

oS A IG cad a ono Wb0 oss ode e bee 10 14 416 
mastern Banitary Mig. Co... c.ccscvsccss 11 22 300 

McArdle & Walsh, Inc................6.. 9 24 272 

Baltimore Plumbing Supply Co.......... 8 25 .242 

oO ge En eee ee 8 25 242 

REIN Oe UO oo bs vice cna taeaoeethacen 6 27 181 

High Team Score for Three Games, H. E. Crook Co., 


| 1605. 


| Crook Co.), 


| 
| 


High Team Score for One Game, Southern Supply Co. 
571. 

High Individual Score for Three Games, Lentz ( Stand- 
ard Sanitary Mfg. Co. Factory), 371. 

High Individual Score for One Game, C. 
146, 


H. Crook (H. E. 


Lomita, Calif.—V. McCormick has  adeiein in business 


under the name of the Pioneer Plumbing Co. 
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Personal Mention 


DOMESTIC ENGINEERING 


J. B. Rahm, formerly vice-president and general man- | 


ager of the United States Supply Co. of Omaha, Nebr., | 


who was taken ill while attending the annual meeting of 
the National Pipe and Supplies Association, as reported 
in “Domestic Engineering” last week, left Pittsburgh 
Sunday night. Mr. Rahm was accompanied by J. D. 
Tschopik, vice-president of the Standard Sanitary Mfg. 
Co. He was met in Chicago by L. Bruce Fulton, manager 
of the western sales office of the Standard Sanitary Mfg. 
Co., at 910 South Michigan avenue, and Richard Jones 
of the National Tube Co., who planned on accompanying 
Mr, Rahm to Omaha, if necessary. 

Henry Creeger of Tiffin, Ohio, has succeeded Paul Brik- 
holm as superintendent of the Staadard Sanitary Manu- 
facturing Company’s pottery plant at Richmond, Calif. 
Mr. Creeger has long been engaged in the pottery busi- 
ness, and just prior to coming to Richmond was assistant 
manager at the Tiffin plant. Mr. Brikholm has not an- 
nounced his plans for the future. 


Albert J. Wilson, president of the National Association 
of Master Plumbers, left San Francisco May 18 to at- 
tend the convention of the Oregon State Master Plumbers 
Association, held at Salem, May 20 and 21. From Salem 
Mr. Wilson planned to go to Spokane, Wash., to attend 
the convention of the Washington state association. 


of the House and Water Heat- 
ing division of the Peoples 
Gas Light & Coke Company, 
Chicago, since 1921, has re- 
signed to accept the position 
of general manager of the Gas 
Heating department of James 
B. Clow & Sons, Chicago. Mr. 
Carnahan is widely known in 
the gas industry throughout 
the country as an authority 
on gas heating, and he has 
been in constant demand as a 
convention speaker. He is 
graduate of Armour Institute 
of Technology in Chicago, and 
he was on the faculty of the 
summer course in Industrial Gas Engineering at the Uni- 
versity of Illinois last summer, and will again be there 
this summer. 





Glen C, Carnahan 


W. M. Byrd, Jr., of the Alabama Pipe Co., Chicago, 
left Chicago Sunday evening for Anniston and Birming- 
ham, Ala., to be gone a week or ten days. 

F, L. Eidman, Maryland representative of the Sloan 
Valve Company of Chicago, has moved into his new 
quarters at 12 West Madison street, Baltimore, Md. 

V. I. Sullivan, who has for the last five years been fac- 
tory representative of the Halsey W. Taylor Co., Warren, 
Ohio, has been transferred to Philadelphia to cover Penn- 
sylvania and New Jersey. 

W. D. Jamieson has been appointed sales representa- 
tive for the Rome Brass Radiator Corporation of New 
York City, with headquarters at 609 Union Savings Bank 
building, 216 Tremont street, Boston. R. F. Gifford will 
be associated with Mr. Jamieson. 

T. J. Hughes has been appointed sales representative 
for the Sloan Valve Company of Chicago, and will covei 
fentral Michigan with headquarters at 1125 Madison 
avenue, Grand Rapids, Mich. Mr. Hughes was formerly 
branch manager of the Standard Sanitary Mfg. Co. at 
Grand Rapids, Mich. 


Glen C. Carnahan, manager 
’ 


| 
| 
| 
| 
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UPER-T URBINE 
PUMPS 


Only one moving port 


Far in Advance 


There is no more enthusiastic 
group of pump dealers than those 
selling Burks Super-Turbine 
Pumps. And there is n> pump more 
thoroughly deserving of this en- 
thusiasm. It eliminates the trouble- 
some and expensive service call— 
no valve or plunger leathers, gears, 
springs, idler, belt, pulley, etc., 
to wear or replace. ONLY ONE 
MOVING PART. Self-priming. 
“A LIFE-TIME OF SERVICE” 


Write today for Bulletin No. 83. 


DECATUR PUMP CO. 
632 E. Cerro Gordo Street 
DECATUR, ILLINOIS 


Sales Connections in All Principal Cities 


























When you buy Capitol 
Brass Goods, you get 
the result of experience 
gained through our many 
years as manufacturers. 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES AND BOILER TRIMMINGS 


====DETROIT, MiIiChS 


Michigan Smelting 
and Refining Co. 
now operating 
Capitol Brass Works 





Tha 


Featur 


Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


V CDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N.Y. (1) 
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The high character of Enterprise Brass 
Goods has been attained by long con- 
scientious effort in manufacture and 
perfect performance of the product 
after installation. Enterprise Faucets 
are better. 


Ask your Jobber. 


ENTERPRISE Brass Works 
Muskegon Michigan 
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of Uniondom— 


The Ace—An all brass octagon shaped 


union. 
The King—A malleable iron union 
end. 
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The Queen—A malleable iron union 
with inserted brass seat. 
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Don Spaulding has been transferred from the Portland, 
Ore., to the Seattle offices of the American Radiator (Co, 
He takes the place in Seattle left vacant when Robert 
Daily went to the Detroit branch as assistant manager, 

Harvey A. Call, formerly 
editor of Sanitary and Heat- 
ing Engineering, has been ap- 
pointed mid-western represen- 
tative of the Copper & Brass 
Research Association, and has 
been placed in charge of the 
association’s new office at 901 


Landreth building, St. Louis, 
Mo. 


John W. Gannon, manufac- 
turers’ agent, with headquar- 
ters at 30 Church street, New 
York City, is now represent- 
ing the Leader Brass Works, 
Cleveland, O., and The Wash- 
ington Metal Products Co., 
Washington Courthouse, O., 
formerly represented in the metropolitan territory by 
J. Chalke. Mr. Chalke, who has closed his office, is now 
associated with Mr. Gannon as sales representative. 

S.-E. Conybeare, advertising manager of the Armstrong 
Cork Company of Lancaster, Pa., and president of the 
Association of National Advertisers, has been elected a 
member of the Board of Directors of the Audit Bureau of 
Circulations, to fill the unexpired term of B. H. Bramble, 
who recently resigned when he gave up his position as 
advertising manager of the American Chicle Co., Long 
Island City, N. Y., to join the Baker Advertising Agency, 
Ltd., Toronto, Canada. Mr. Bramble remains a member 
of the Bureau, but is no longer eligible to serve on its 
board as a representative of the advertising division. 

















Harvey A. Call 


Lawrence V. Agostini, Jr., formerly of J. W. Farrell 
Co., Philadelphia, has joined the sales force of the Phila- 
delphia branch of the Richmond Radiator Co. 

Leon B. Hampton, manager of the Salt Lake City, Utah, 
branch of Crane Co., recently retired as president of the 
Rotary Club of that city. Mr. Hampton proved a popular 
and successful executive. 

J. H. Beall has joined the 
sales force of the Reading 
Iron Company of Reading, 
Pa., and has been assigned to 
the Chicago office, 449 Con- 
way building. Mr. Beall has 
previously sold house heating 
equipment for a large gas 
company in the Middle West. 

Robert T. Kent, until re- 
cently superintendent of prison 
industries in the State of New 


York, has been appointed 
general manager of the 
Bridgeport Brass Company, 


Bridgeport, Conn. 

Paul L. Henchey has be- 
come associated with Joseph 
Woods in the New York office 
of the Speakman Co., 101 Park avenue. Mr. Henchey 
was formerly with the Standard Sanitary Mfg. Co. 

Willis A. Evarts has been appointed sales representative 
for the Pittsburg Water Heater Co. for Fairfield county 
in Connecticut, by L. J. Myers, district manager for Con- 
necticut for that concern. Mr, Evarts was formerly coD- 
nected with the Millers Falls Co. He will have offices it 
Bridgeport and Stamford. 





J. H. Beall 
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The Stock Market a CR PbO Mivicsiccsssccecccceeee A 101% 102% 103% 
100 17234 153% U.S. Steel Corp.,com................0.06+ A 171% 1724 172 
Quotations furnished by Frasier, Jetke & Co., Chicago 100 133 120 U.S. Steel Corp., pfd...............6.00.- A 130% 131K 131 
Par 1927 NP 27 18 Walworth Company. .....ccccccccccccccces A 20 21 203% 
Value Hizh Low Quotations of May 23, 1927 * Bid Asked Last NP 15% 11% Williams Oil-O-Matic Htg. Corp............. C 18% 4% «14% 
NP i a C 4% 5% 5 
% 126 11034 American Radiator Co.,com................ A 125144 1233% 123144 NP 9734 884 Youngstown Sheet & Tube Co.............. A 884 88% 88% 
100 135 1383 American Radiator Co., pfd.............06. A 133 134 183 *Where listed 
0 4814 «45 Anaconda Copper Minin Co.............5. A 46% 47% 47 A—New York Stock Exchange F—Pittsburgh Stock Exchange 
| eee Brunswick-Balke-Collender Co.............. eae ee B—New York Curb Exchange G—St. Louis Stock Exchange 
NP 68% oe errr A&F 70% 71% 71 C—Chicago Stock Exchange H—Cleveland Stock Exchange 
100 10744 106 A. M. Byers Co., tit oS eit tiils gle al A&F 108 109 106 D—Detroit Stock Exchange I—Cincinnati Stock Exchange 
100 120 115% Century Electric Co., com.................. i. Joe 116 E—Boston Stock Exchange U—Unlisted Stocks 
100 106 101 Century Electric Co., pfd................... G 100 103 101 
50 4814 4374 Chicago Nipple Mfg. Co.,“‘A”’............... B 474% 47% 47% 
50 333g 31 Chicago Nipple Mfg. Co.,““B”.............. B 33% 337% 3354 THE OLD METAL MARKET 
% 62 47 Crane Company, COm.,............ceeseeees C 47% 48 48 D ’ : 
ealers’ Buying Prices 
100 11834 117 Crane Company, pfd................ceeeees C 118% 11834 11884 stead 
100 90 8414 Detroit Brass & Malleable Works........... D 9 95 95 Per Ib. Per lb. 
0 30 264% Eagle-Picher Lead Co..........cssesceceees I 27% 27% 27% Aluminum clippings...20 c¢ Copper, MOM oc cccscces 9%e 
NP 4234 3934 Fairbanks, Morse & Co.,com............... A 37% 38% 38% EO cde ea.seekdens 62%e Copper, uncrucibled 
100 112 107% Fairbanks, Morse & Co., pfd................ A ll0) 111% 118 ON, TO ic esce cae 6%c WN cides ouexsad 10%e 
NP 74% 60 Johns-Manville Corp................-2-008- B 74 74% 74% Brass, heavy mixed ... 7%c Faucets and valves.... 8%c 
100 161 100 Jones & Laughlin, com..................... a. ae 15534 DUG POR o6 sc ccsicscncs’ US EOaG, MGAVY <«..ccccccs 5.60c 
100 120 §=6117 = Jones & Laughlin, pfd.....................- F 122 124 124 Copper, crucible .......11 e¢ Solder joints .......... ll ec 
10 1914 16 Michigan Copper & Brass Co............... D 18 19 184% 
10 200 160 National Lead Co., comt............se+ee+e. A 197% 197% 197% NOTE: Prices are those quoted on Monday of this week. 
10 131 1174% National Lead Co., pfd...............00000% A 130% 131% 131 
100 106 102 I Tg ccicenvnccscsceceseseci >) eer 106 
NP 834 774 Ohio Brass Co.,"BY.................-..-. H 81% 81% 82 Arthur R. Moulton Called by Death 
100 108 10034 Penberthy Injector Co., pfd.............4.: D1 ..... 100% Arthur R. Moulton, plumbing and heating contractor 
~ pod che abe tg Did. ......0.000. > 100103101 for more than 30 years in Portland, Me., died re- 
514 ichmon ee 21 21% 21% : 
NP 54 46 Richmond Radiator Co., pfd................ OR RE SO ee Sees Pee, ae 
100 65 TR ioe scvncscacsacensosasess U 58 60 59 year’s illness. He was one of the leading spirits in the 
% 96 8244 Standard San, Mfg. Co.,com...........066+ F 8 87 ~ 85 New England Fat Men’s Club and a past president. He 
- 1184 11374 nae = seeeeeeeeeeeeees : - aa = was also affiliated with the Knights of Pythias and the 
piesa. sabes renton Potteries Co.,com..............+4+ 
a Trenton Potteries Co., pfd..............005+ U 9 105 100 Masonic fraternity. He had served as alderman in Port- 
100 22814 202 U.S. Cast Iron P. & F. Co.,com............ A 24134 242% 242% land for several years. His widow, a son and a daughter 
> 112 «112 ~—«U~. SS. Cast Iron P. & F. Co., pfd............. A 114% 115% 1154 survive him. His son has for several years been asso- 
42 3844 U.8&. Radiator Corp.,com.................. D 38 38% 38% ‘ ; bes 
100 11134 10734 U.S. Radiator Corp., pfd................+. Dill = 111% 111% ciated with his father in the plumbing and heating bust 
10 654 52 U.S. Rubber Co.,com..........scececeeees A 513% 5244 52 ness. 























“HOLYOKE” HEATERS 
WIN GOLD MEDAL 


at the 
Sesqui-Centennial International Exposition 





“Holyoke” Auxiliary Heaters are PLUMBERS! WRITE FOR OUR SPECIAL 
“uaa FREE AUXILIARY HEATER OFFER! 


Best designed Auxiliary Heater obtainable. Equipped with Brass Unions insuring perfect 
joints — impossible for rust or sediment to collect — an exclusive Holyoke feature. 


Let us help you make quick profits on Holyoke Heaters 


HOLYOKE HEATER COMPANY 33 $s Holyoke, Mass. 
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“EAFCO” 3 Combination 


This cesspool and rainleader is made to caulk 
over a 4” soil pipe. It will give your customer 
lasting satisfaction. 


Write for Catalog 


EASTERN FOUNDRY CO. 
BOYERTOWN, PENNSYLVANIA 

















Speed in Operation 


The Rathbun Sump Pump, although it is 
light and easy to handle has the enormous 
pumping capacity of 3000 gallons of water 
per hour. It will maintain its high work- 
ing efficiency always and make profits 


and satisfied customers for you. 





Write for literature and further details. 


ote Rathbun Co. 


DETROIT, MICH. 


= 





1036 Beaubien Street 
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24 Years 


of manufacturing ex- 
perience are behind 
the Ravena line of iron 
pipe fittings. They’ll 
serve you well. 








Ravena Radiator Bushing 
Write for the Ravena catalog 
RAVENA IRON COMPANY 
(Established in 1903) : ae: : 
RAVENA NEW YORK 
A AAADAAAAAAAAADA AL 














SOLID 








Gleockle Radiator 
Brackets are solid 


and substantial. Write 
When in place they for 
are invisible and catalog 


the universal ad- 
justment makes 
themeasy toinstall. 


A. F. GLEOCKLE, Jr. 


415 BAY ST. ROCHESTER, N. Y. 
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Convention Dates 


June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 


| of the Heating and Piping Contractors National Association, 
| at West Baden, Ind., with headquarters at the West Baden 


Springs Hotel. 
June 2, 3 and 4, 1927.—\-The annual convention of the Vir- 


| ginia State Association of Master Plumbers, at the Hotel 





Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 


June 6 to 11, 1927.—The national convention of the Ameri- 
can Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 





HERE ARE THE ANSWERS 


(Questions will be found on page 19) 
September 3, 1894. 


Washout, wash-down, siphon, siphon-jet and 


E 
2. 
pneumatic siphon. 
3. 231 cubic inches. 
4. Because it is not impregnated with the salts 
of the earth. 
The Russians. 
Daniel O’Donnell of Richmond, Va. 


5. 
6. 











June 21, 22 and 23, 1927. 
of the National Association of Master Plumbers, in 
apolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention 
Women’s Auxiliary to the National Association of 
Plumbers, at Minneapolis, Minn., with headquarters 
Radisson Hotel. 

June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, W. Va. . 


August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 


Other Trade Events 
June 17, 1927.—Dual meet between the Delaware Valley 
Trade Golf Association and the Metropolitan Trade Golf 
Association, at the Pine Valley Golf Club, Clementon, N. J. 
September 28, 1927,—Tentative date of meeting of Advisory 
Committee on Vitreous China Plumbing Fixtures, Department 
of Commerce building, Washington, D. C. 


The forty-fifth annual convention 
Minne- 
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Master 
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SPECIAL TRAIN TO CARRY DELEGATES TO CONVEX: 





TION 

The Heating and Piping Contractors New York City 
Association is planning for special railroad accommoda- 
tions for the trip to the national convention in West 
Baden, Ind. The local association will either have 4 
special train or special cars attached to a train leaving 
Pennsylvania Station in New York City at 6:05 p. m, 
Eastern Standard Time on May 31. Those wishing t0 
make the trip with the association should notify William 
D. Emery, E. W. Verity and Richard A. Wolff, the con- 





vention committee, at headquarters, 50 Union Square 
East, New York City. 
Providence, R. I.—Joseph Kushner has moved his 


plumbing and heating business from 20 Hayden street to 
291 Fountain street. 

Syracuse, N. Y.—Harry Steinberg has moved his place 
of business from 423 Harrison street to 432 Harrison 
street. Mr. Steinberg is also opening a branch office at 
2726 South Salina street. 
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WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








HEATING & PIPING CONTRACTORS ANNOUNCE 
NATIONAL CONVENTION PROGRAM 


The program planned for the thirty-eighth annual con- 
vention of the Heating and Piping Contractors National 
Association, to be held at West Baden, Ind., June 1-4, has 
been announced. Day by day plans include: 

Wednesday, June 1 
10:00 a.m.—Meeting of the board of directors. 
2:00 p. m.—-Registration of members and guests. 
6:30 p. m.—“Old Guard” dinner. 
8:30 p. m.—Get-together party, with old fiddlers and barn 
dance, also modern dancing. 





Thursday, June 2 
9:30 a. m.—Opening session. 

President’s address, convention photograph. 

Labor forum: Presentation of spring survey, 
“Keeping Steamfitting a two-man _ trade”; 
“What shall we teach our steamfitters’ help- 

ers?” 

Appointment of convention committees. 

Deferred payment plan for selling heating sys- 
tems. 

Discussion of the necessity of maintaining the 
present channels of distributing heating ma- 
terial. 

Open discussion on any subject of interest to the 
trade. 

1:30 p. m.—Adjournment. 

10:30 a.m.—-Golf and bowling for the ladies. 

:00 p. m.—Golf tournament and bowling tournament. Base- 
ball game. Cards and tea for the ladies. 

:00 p. m.—Dinner dance. 


oo 


Friday, June 3 
$9:30a.m.—Report of board of directors. 
Reports of treasurer, auditing committee, secre- 
tary and credentials committee. 
Report of committee on certified heating. 
Discussion on research work for the heating in- 
dustry. 
teports of committee on standardization and of 
the boiler output committee, 
Report of secretaries’ conference. 
Report of membership and convention committees. 
Open discussion on any subject of interest to the 
trade. 
:30 p. m,—Adjournment, 
10:30 a.m.—Golf and bowling for the ladies, 
30 p. m.—Certified heating luncheon. 


Afternoon —Golf, horseback riding, swimming, baseball, trip 
to Marengo cave. 
8:30 p.m.—Dancing and cards. 
Saturday, June 4 
9:30 a.m.—Report of convention committees. 
The work of the National Trade Extension Bu- 
reau. ° 
Welding in the heating industry. 
Unfinished business, followed by new business. 
Election and installation of officers, 

National headquarters announce a special one-and-a- 
half fare rate for delegates, and warn all those attend- 
ing the convention to secure railroad certificates when pur- 
chasing their tickets to West Baden. 

Ben Stevenson, who is chairman of the golf committee, 
also asks all planning to enter the golf tournament to let 
him know, giving also the amount of their handicaps. He 
should be addressed at 255 West Seventy-ninth street, 
Chicago, IIl. 





UTAH STATE ASSOCIATION OF SANITARY AND 
HEATING ENGINEERS HOLDS SPECIAL 
MEETING 


B. Joseph O’Donnell was the principal speaker at a spe- 
cial meeting of the Utah State Association of Sanitary and 
Heating Engineers, held at Salt Lake City, May 12. Mr. 
O’Donnell, in an instructive talk on the value of asso- 
ciation work, stressed the necessity of adequately sup- 
porting the association financially as well as devoting con- 
siderable time to it. The minority should support the 
decisions of the majority as the latter are right about 99 
per cent of the time, he said. 

A. E. Buckley, a member of the board of governors of 
the Utah organization, was chosen delegate to the national 
convention at Minneapolis. Mr. Buckley has been active 
in the organization since its formation over four years 
ago, never having missed a meeting, according to other 
members. He is a member of the firm of ‘Buckley & Haws 
of Provo. National Director William A. Bywater, who is 
president of the Utah association, and Secretary O. S. 
Walsh will also attend the meeting as representatives of 
the Utah organization. 





Parley Burt of Springville, member of the board of governors; E. 0. Moe of Provo; Joseph F. Carthey, Salt Lake City; 





Will Rees, Salt Lake City; E. G. Harris, president of the Salt Lake City association; A. H. Higham, past president of the Utah 
state association; Edward Woods of Ogden, and O. S. Walsh, secretary of the Utah state association 
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A resolution was passed making the locals of the state 
responsible for the collection of an assessment levied by 
the state association. 

President Bywater presided at the meeting and dis- 
cussed the progress of the plumbing and heating industry 


in that section of the country. He declared that the Utah 
association was continually growing and helping to place 
the business on a higher plane. The Utah organization 
now has sixty members, the largest number in its history. 

F. M. Jensen of Cedar City extended the invitation of 
the Cedar City chamber of commerce to the association to 
hold its next convention at that place. Although the se- 
lection of the date and place of the conventions is left to 
the board of governors, considerable favorable opinion 
was expressed in regard to holding the next meeting at 
Cedar City, and it is probable that the board will act 
accordingly. 





NORTHERN INDIANA ASSOCIATIONS HOLD JOINT 
MEETING 

Members of the South Bend, Mishawaka, Elkhart, La 
Porte, Gary, Calumet and Michigan City associations held 
a joint meeting at the Spaulding Hotel at Michigan City, 
Wednesday evening, May 18. 

This is the fourth meeting of members of the associa- 
tions from Northern Indiana, who are perfecting a dis- 
trict organization for the discussion and solution of prob- 
lems affecting the retail branch of the plumbing and heat- 
ing business. 

Frank Daly, president of the Calumet Society of Sani- 


tary Engineers, and also chairman of the district organi- 
zation, presided. 

Attorney Ray Royce of Hammond was the principal 
speaker of the evening and talked upon “Trade Organiza- 
tions and the Law.” 

Approximately thirty-five members attended the dinner 
meeting, many of them coming fror:. a distance of forty 
miles in a heavy rain storm to attend the meeting. 

J. E. Withers, secretary-manager of the Gary associa- 
tion, outlined the purpose and benefits of such an organi- 
zation, stressing the fact that the individual master 
plumber or heating contractor is helpless to combat or 
solve successfully the problems affecting his business, but 
in co-operation, these problems can be solved successfully. 





RED BANK MASTERS VIEW MOVING PICTURES ' 


Members of the Master Plumbers’ Association of Red 
Bank, N. J., and vicinity, were entertained on Friday eve- 
ning, May 13, by a motion picture showing the making of 
products manufactured by the Standard Sanitary Mfg. Co., 
Pittsburgh, Pa. The showing of the picture took almost 
three hours. The committee in charge of the meeting con- 


sisted of Fred G. Hurst, Kenneth Jeffery and Thomas 
Cook. The new officers of the association include Presi- 
dent Thomas Cook, Vice President Fred G. Hurst and Sec- 
retary-Treasurer H. B. Smith. 





ASBURY PARK ASSOCIATION HOLDS JOINT DINNER 

Master plumbers and journeymen of Asbury Park, N. J., 
and vicinity cemented their friendly relations by meeting 
in a social way on Wednesday evening, May 11. The air 
of business was further dispelled by having the ladies 
present, the meeting including an excellent dinner and an 
equally enjoyable dance. 

Nearly 150 persons sat down to dinner in the Palace 
Hotel in Asbury Park, the dining hall being gaily deco- 
rated, with “Domestic Engineering” Bath-A-Day balloons 
adding a touch of color to the scene. The room was so 
arranged that dancing could be enjoyed between courses. 
However, this was not enough for the devotees of the 





May 28, 1927 


light fantastic, and more dancing was in order after the 
dinner had been cleared away. 

The new officers of the Asbury Park association, Presi- 
dent Charles Loveman, Secretary Fred Brown and Treas- 
urer Archie Heights, were very much in evidence, helping 
everyone have a good time. Incidentally, Mr. Loveman 
was chairman of the masters’ committee, being assisted by 
Charles Hurley and William Boarg. The journeymen se- 
lected Walter Applegate, Edward Kelly and George Mari- 
ner as their representatives. 








MARYLAND ASSOCIATION PLANS OUTING 

The Maryland Master 
Plumbers’ Association is astir 
with plans for extending its 
activities. An ouiing planned 
for August will be the biggest 
and merriest in the history of 
the association, if the predic- 
tion of John W. Clark, execu- 
tive secretary, is verified. 
Delegates are arranging to go 
in force to the national con- 
vention next month. New 


members are coming in rap- 
idly, and plans are being laid 
already for the first state con- 
vention, to be held next year. 
Mr. Clark is making ar- 
rangements for the outing, to 
be held August 23. He is conducting negotiations with 
a steamship line, with a view to taking advantage of the 
proximity of the splendid Chesapeake Bay facilities by 
holding a boating trip. In previous years, Mr. Clark said, 
the association has held its outings at a shore near Bal- 
timore, but for many reasons a boat trip would be mors 
satisfactory. Everyone must go in a body on a boat, and 
spend the appointed time together, and return together. 
This makes for greater camaraderie, Mr. Clark said. 
Delegates to the national convention will hold a meet- 
ing to decide whether it will be possible for them to 
accept the invitation of the Philadelphia Master Plumb- 
ers’ Association, to join them on the trip to the convention 
city. Sentiment is believed to be very much in favor of 
the plan, and only ways and means remain to be consid- 


ered. Delegates from Maryland are as follows: Francis 
C. Dorsey, Charles H. Frederick, William R. Martin, Au- 
gust V. Eidman, W. Fred Groscup, William F. Mylander, 
William H. Mitchell, Charles Wachsmuth, T. H. Boland, 
M. Nelson Barnes, John W. Monosmith, Frank J. C. Nich- 
olson, Ernest Ritterhoff, Allen W. Beam, Ira F. Belt, 
Samuel E. Houck, Theodore Bunnecke, John Widman, 
Leo C. Steinmetz, W. H. Williams, Edward H. Rogers 
and William F. Myers. 

The following were recently elected to membership in 
the association: A. S. Ambrose, of Towson; Charles H. 
Kagle, of Owings Mills; F. J. Kolk, of Long Green; F. F. 
Drozd, Fred W. Ireman, Ira E. Eyler, G. R. Hardesty, A. J. 
Francis, and George J. Kaiser, all of Baltimore. 





John W. Clark 





T. E. B. ANNOUNCES ITINERARIES 

The National Trade Extension Bureau, Evansville, Ind., 
announces the following itineraries for its field men: 

Col. William G. Archer: June 1-3, Chicago, Ill.; June 
6-23, Minneapolis, Minn. 

B. Joseph O’Donnell: June 6-8, Yosemite Park, Calif.; 
June 9-11, Albuquerque, N. M.; June 13-14, Amarillo, 
Tex.; June 16-18, Wichita, Kan.; June 20-21, Hutchinson, 


Kan.; June 22-23, Newton, Kan.; June 24-25, Emporia, 
Kan. 
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Women’s Auxiliaries 


Milwaukee Auxiliary Gives Luncheon for Scholarship Fund 

The Ladies’ Auxiliary of the Milwaukee Master Plumb- 
ers’ association held a luncheon and entertainment at the 
Food Craft shop at the Plankington Arcade on May 12. 
The proceeds from the luncheon will be applied to the 
scholarship fund of the National Association to send worthy 
students to Carnegie Institute of Technology. Mrs. F. C. 
Kuetemeyer was general chairman and she was assisted 
by Mesdames Walter Dusold, Charles Hefling, Jr., and 
0. H. Dittmer. A lecture on food was given by Mrs. E. 
H. Durbrow of the Food Craft shop following which 
several musical numbers and dances were given. 

Paul Kurth, a master plumber, gave several vocal selec- 
tions, and was assisted by his daughter at the piano. 
Miss Myrtle Schaller gave several violin numbers, accom- 
panied by Miss Helen Raemon. The Misses Geneva Walker 
and Genevieve Grace, seven and eight years, respectively, 
entertained by dancing. The Misses Virginia and Audrey 
Dusold, daughters of W. W. Dusold, president of the Mil- 
waukee Master Plumbers’ Association, Miss E. Bueder- 
mann and Miss A. Jeske gave a comic dance, assisted by 
Miss Ruth Peterman at the piano. About one hundred 


ladies were present. 





Top picture: Mrs. C. J. Warner, Mrs. M. Reeder and Mrs, Ruth 

Kerlin, all of Atlanta—Bottom picture: Mrs, E, A, Masters, 

Mrs. J. C. Humphreys, Mrs. J. T. Collins and Mrs. G. Garwees, 

all of Savannah.—From photos taken at the annual conven- 

tion of the Georgia State Association of Master Plumbers, held 
recently at Macon 


Detroit Auxiliary Active Socially 

The Women’s Auxiliary of Detroit, Mich., installed its 
new officers at the April meeting. Committees were ap- 
pointed and many new plans were arranged for next fall. 
The auxiliary holds a social meeting also, each month, and 
the April sociable was a luncheon and card party at the 
home of the new secretary, Mrs. Beth Collard. There was 
a large attendance and everyone enjoyed the affair. 

At the May business meeting the officers of a newly 
formed auxiliary, in Oakland County, were present as 


guests of the Detroit ladies. This is the latest addition 
to the ranks of the Ladies’ Auxiliary of the Michigan State 
Plumbing and Heating Dealers’ Association, and makes 
the fourth unit in the state auxiliary. There are sixteen 
members in the new auxiliary, and all are much interested 
in the aims and plans of the organization. 

Another enjoyable social affair was a luncheon and 
theater party given by the Detroit Auxiliary to the mem- 
bers of the Flint Auxiliary. Much appreciation was ex- 
Pressed by the Flint ladies for the hospitality of the 
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Bulldog 
Too! 


Now come Paul 
Bulldog Water 
SystemsNumbers 
888 and 999 for 
Deep Wel!s. 


All the downright quality charac- 

’ teristic of Paul Pumps, all the 

features that mean real service 

hg hn and long life—that Cush’n Stroke 

F —Automatic Control— Dependable 

4% H. P. Repulsion Induction 

Motor—Self-Starting, Self-Priming—-A Real Storage Tank—and at 

a price that means more sales and larger profits! And the simple 

compact construction that has made Bulldog Systems popular over 

night is the same in the Deep Well Systems—with added weight 

and strength for heavier duty. You'll want these new Bulldogs on 
your floors. Write for Bulletin. 


The Fort Wayne Engineering & Mfg. Co. 
1706 N. Harrison St. Fort Wayne, Ind. 


°* PAULL Bulldog 


WATER SYSTEMS, 
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The efficiency of Tren- 
ton Brass Fittings has 


long been noted as a 
dominant factor by the 
trade. This excellent 
reputation has only been 
possible because of con- 
scientious effort and the 


development of superior 
manufacturing methods. 
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Write to your jobber 
for full details. 


The Trenton Brass 
and Machine Co. 


Trenton - New Jersey 


Represented by RollinC. Wilson 
7 E. 42nd St., New York, N. Y. 
261 Franklin St., Boston, Mass. 

121 N. Broad St., Philadelphia, Pa. 
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Left to right: 


Mrs, IL. J. 
national auxiliary; Mrs. Fred Miller, president Louisville aux- 
iliary; Mrs. George F. Roser, Louisville; A. Ramsay, Louis- 


Rosenfield, Louisville, director 


ville; Mrs. W. H. Dahlenburg, Covington; Mrs. B. W. Bren- 

zinger, Louisville; Mrs. Fred Scott, Louisville, at the recent 

annual convention of Kentucky State Association of Master 
Plumbers and Sanitary Engineers, at Newport 


Detroit organization. Everyone regretted the absence of 
Mrs. William Hughes, president of the Michigan State 
Auxiliary, by whom the affair had been arranged. Mrs. 
Hughes had the misfortune to be injured in an automobile 
accident and was unable to be present. Her many friends 
will be glad to know that she is making progress toward 
recovery. 

The last social meeting before fall will be a pot-luck 
lunch and card party to which the members of the Oakland 
County Auxiliary have been invited. The Detroit Auxil- 
iary is hoping to have a large representation at the coming 
convention of the Women’s Auxiliary to the National 
Association of Master Plumbers which will be held in 
Minneapolis in June. 

East Side Auxiliary Admits New Members 
A meeting of the East Side Women’s Auxiliary was held 


at the home of Mrs. Wm. J. Schlegel, Belleville, Il., on 
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Friday, May 13, at 2 o’clock. Two new members were 
introduced, namely, Mrs. N. N. Chalacombe, Alton, Ill, 
and Miss Claracille Vodde, East St. Louis, Ill. An em. 
broidered pillow, donated by the Misses Mamie and Lillian 
Hirth, was sold for the benefit of the auxiliary. Final 
plans were made for a party to raise funds for the Scholar. 
ship Fund. After the business meeting cards and lotto 
were enjoyed and refreshments served. Mesdames Ehret 
and Nebgen were assisting hostesses. 
Rochester Auxiliary Has Busy Season ; 
The Women’s Auxiliary, of Rochester, N. Y., has hada 
busy winter. A public card party was given, as well as 
several parties for the auxiliary. There was also a ban- 
quet for members only, and two at which the master 
plumbers were entertained. The annual meeting and elec- 
tion of officers will be held in June, and the Auxiliary will 
entertain the officers and master plumbers at a dinner 
dance at the Green Lantern Inn, Fairport, N. Y. The 
ladies will play cards in the afternoon, and dinner will 
be served at seven o’clock. 


Mrs. Zimmermann Entertains New Jersey Auxiliary 
Officers 
The officers and members of the board of directors of 
the New Jersey State Women’s Auxiliary were entertained 
recently by their president, Mrs. Charles Zimmermann, at 
her home, 915 Hudson avenue, Union City, N. J. Dinner 
was served by the hostess, after which she and her guests 


enjoyed a pleasant social evening. 

















BUFFALO MASTER PLUMBERS FIX DATE FOR 
RIVER PARTY 
The Master Plumbers’ Association of Buffalo, N. Y., will 
hold its annual river party on Thursday, June 16, accord- 


ing to official notice just issued by President Carl L. 
Johndahl and Secretary W. Frank Clucas. 











New York 




















When you specify I. 
ask for those marked H. They are full 
size and have the accurate cut threads so 


necessary to fast work and tight joints. 


THE HAYDENVILLE COMPANY 


Makers of High-Grade 
Plumbers’ Brass Goods 


Main Office and Works: 
HAYDENVILLE, MASS. 
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Building News 


Building news reports continue to show activity along 
the line of large proposed operations, and a number of 
good-sized plumbing and heating contracts are reported. 
Hotels in Milwaukee, Wis., and Rochester, N. Y., and a 
theater in Rochester, are among the larger operations 
which are shown below. 

Orangeburg, N. Y.—Almirall & Co., of New York City, 
have been awarded the heating contract on the new Rock- 
land State Hospital. The bid amounted to $215,976. The 
plumbing contract for the building was awarded to C. H. 


Darmstadt with a bid of $399,000. 


Rochester, N, Y.—Construction work on the new 
$3,000,000 theater on Clinton avenue, for the Keith-Albee 
interests has been started by the Fenno Construction 
Company of Syracuse. Blair Wilcox of Plattsburg, is the 
engineer in charge. The house will seat 3,000 people. 
A. S. Graves and A. G. Mayger, architects, of Chicago, are 
completing general plans, and final contracts will be 
awarded so that actual building can be started as soon 
as the foundations are completed, which will be in about 
three months. 

Milwaukee, Wis.—The Paul E. Mueller Co. has been 
awarded the heating contract and the Wenzel & Henoch 
Co. has been awarded the plumbing contract on the 
$3,500,000 Schroeder hotel under construction at Fifth 


street and Wisconsin avenue, 


Mount Morris, N. ¥.—The Haven Construction Company | 


of Olean, N. Y., has been awarded the general contract on 
the new addition to Craig Colony for epileptics on its bid 
of $321,520. R.H. Baker Company, of Cambridge, Mass., 
was the successful bidder on the heating, its bid being 


$28,647. The plumbing will be done by the Chippewa 
Plumbing Company of Buffalo on its bid of $37,534. 


Hyde Park, Mass.—McLaughlin & Burr, 88 Tremont | 


street, Boston, will have plans ready for bids for the 
proposed $1,250,000 high school about June 10. A 3-story 
brick and stone structure will be erected. 

Corning, N. Y.—A new $1,000,000 hotel is to be built 
to replace the Dickinson House, for seventy-five years one 
of the leading hotels in this section. The old building will 
be razed at once. 





Top: Andrew J. Riley, of Charleston, S. C., and his crew of 
men.—Below: Holly Inn Summerville Club, at Summerville, 
8S. C., a job recently completed by the Riley organization 
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| HOFFMANN & BILLINGS, MFG. Co: 


| NIEDECKEN 
SHOWERS 


PATENTED 


GIVE REFRESHING 
HOURS 


Write for Bulletin D. 10X | 
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RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 
When ordering state SIZE 
and PITCH desired 
PRICES NO HIGHER than asked for IMITATIONS 

Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 














EG... 8. PAT. OF FICE 


SUBMERGED 
WATE RH EAT ER 


Heats Water With Water 





Makes separate water heater unnecessary. 
Saves 50% to 70% of fuel bills, 

Installed in either oil or coal fired boilers. 
Operates in summer and winter with equal satisfaction. 
Supplies hot water to over half a million people. 
Sold only through the trade. 


BELL & GOSSETT COMPANY 
3000 WALLACE ST. 3 CHICAGO, ILLINOIS 
Cleveland, Ohio, 2281 Scranton Road 
E, McCloskey, L. H. West, ’ 
318 Planters Bidg., St. Louis, Mo. 182 2nd Str, Milwaukee, Wis. 
Eastern Distributors: 
McDermott Water Heaters, Inc., 101 Park Ave., New York City 














Tight Always 


Reichert “TOLEDO” 
Solderless Floats are 
built of finest copper. 
They are tested before 
being packed and will 
always remain abso- 
lutely tight. 


Write for quotations 


Reichert Float & Mfg.Co. 
2238 Smead Ave. Toledo, Ohio 
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=: “ SUMMER IS 
COMING! 


In the mountains and at the seashore, hotels are 
preparing for Summer business. That means 
plumbing repairs and replacements. Your hotel 
customers can appreciate the superiority of Bead 
Chain for plumbing. It never wears out, is 
easily cleaned, and certainly improves the ap- 
pearance of any fixture. 
—Bill Bead. 


~ 
BEAD CHAIN ) 


Trade Mark Reg. U.S. Pat. Off. 


The Bead Chain Manufacturing Co. 


Bridgeport, Connecticut 
Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
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Porcelain Enameled Covers will 
keep wash trays clean and dry. 
They are made for all sizes of 


soapstone, cement, iron, enam- 
eled or porcelain trays. 


Sanitary—Durable—Inexpensive 
ASK YOUR JOBBER! 


SHOE-LETCHER. CO. 


}OT*R) HENDERSON STREETS, JERSEYCITY, N.J.- 
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Roanoke, Va.—The heating and plumbing contracts 
have been let to Simpson-Basham Plumbing & Heating 
Co. Franklin road, on the $500,000 theater and office 
building at Kirk avenue and Jefferson street, for the Sun 
Investment Company. 


Rochester, N. ¥Y.—The Hotel Powers, one of the city’s 
best known hotels, has passed into the control of a new 
corporation to be known as the Brainard-Powers Corpora- 
tion, Inc. $500,000 will be spent in rehabilitating the in- 
terior of the hotel, and in bringing the equipment up to 


Schools 


Bothell, Wash.—A $50,000 addition to the high school 
is being planned by Architects Stevens, Stevens & Brust 
of Seattle. The addition will take care of additional class 
rooms, gymnasium, auditorium, and domestic science 
rooms. 


Chelsea, Mass.—Ground has been broken for the new 
parochial high school for girls in St. Rose’s Roman 
Catholic parish. The Capobiano Construction Company of 
Boston has the contract and will erect a structure of brick, 
with sandstone trimming, two stories in height and 100 
by 60 ft. in dimensions, together with a gymnasium about 
75 by 60 ft. 

Cambridge, Mass.—Plans prepared by Adden & Parker, 
Boston architects, have been accepted for the Manter 
Hall school’s new building, to be erected at Mt. Auburn 
and Holyoke streets. It is to be done in red brick, in har- 
mony with the Colonial style of architecture now prev- 
alent around Harvard University. 


East Boston, Mass.—Architect Herbert B. Casole of 
Boston drew the plans under which the Phandor Com- 
pany of Boston, as general contractors, is to build a 
parochial school on Ashley street, for the parish of St 
Lazarus. Contracts for the heating and plumbing have 
been awarded to the Henry J. Lyons Company of Boston. 

Arlington, Mass.—The Frank Irving Cooper, Boston 
architects, has prepared preliminary sketches for a junior 
high school, to be erected for the town on Tufts street, 
at an estimated cost of about $300,000. 

West Medford, Mass.—Architect Maurice P. Meads of 
Boston has prepared plans for an addition to the St. 
Clement’s parochial school on Boston avenue. 

Somersworth, N, H.—Plans for a new high school build- 
ing are being prepared by Architect Charles G. Loring 
of Boston. The proposed structure is to be of red brick, 
second-class construction, three stories. 

Revere, Mass.—Additions and alterations are to be 
made to the elementary school in the McKinley district 
under plans prepared by William W. Drummer, Boston 


architect. The work will be done by the M. & D. Con- 
struction Company of Boston. 

Boston, Mass.—Bids are being received for the con- 
struction of an auditorium at the Wentworth Institute 
under plans prepared by Architects Kilham, Hopkins & 


Greeley. The structure is to be of brick and limestone, 
two stories and basement, and 152 by 62 ft. The heating 


and plumbing engineers are French & Hubbard of 
Boston. j 

Williamstown, Mass.—An addition and alterations are 
to be made to the Lasell Gymnasium, at Williams College 
under plans prepared by Densmore, LeClear & Robbins, 


Boston architects. The general work will be done by 
J. R. Hampson & Co., of Pittsfield, Mass. 


Weymouth, Mass.—Architect H. B. S. Prescott of Boston 


is drawing plans for a grade school to be erected in this 
town. 
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Concord, N. H.—Preliminary 
sketches for alterations to be made to 
St. Mary’s school for Girls are being 
drawn by the J. D. Leland & Company, 
Statler building, Boston. 


Waddington, N. Y.—The board of 
education has purchased a _ ten-acre 
tract of land, on which it is planned 
to erect a large new high school 
building. 

Wellesley, Mass.—Benjamin Proc- 
tor, 25 Arch street, Boston, is prepar- 
ing plans for a substantial addition to 




















the Alice Philips Junior high school. 
Bids will be asked during June for a 
structure to cost in excess of $150,000. 

Bristol, Conn.— Murphy & Sheehy, Inc., will install the 
plumbing and heating systems in the addition to the 
Grade school on Park street. 


Newton, Mass.—This city is contemplating the con- 
struction of a new grade school on Pine Grove Road. No 
architect has been selected to prepare plans. 

Houston, Miss.—Warburton & Beacham of Jackson, 
were recently awarded the contract for supplying the 
heating equipment for a public school building. Robert 
Ivory of Chicago was awarded the plumbing contract on 
this building, the total cost of which was $90,000. 

Red River, Wis.—The National Heating & Ventilating 
Co., of Wausau, has been awarded the heating and 
ventilating contract on the school which is to be con- 
structed in this city. 

Vulcan, Mich.—F rank Kueter of Iron Mountain, Mich., 
has been awarded the plumbing contract on his bid of 


The new home of the Modern Plumbing Co. in Houston, Tex. 


$3,970 and the heating contract on his bid of $13,415.90 
for the addition which is to be built to the school in this 
town. 


Wakefield, Mich.—Upthegrove & McGinn of. Ashland, 
Wis., have been awarded the plumbing contraet and A. 
B. Donaldson of Minneapolis, Minn., has been awarded 
the heating and ventilating contract on the industrial 
arts school which is soon to be built here. 

Lyons Falls, N. ¥.—This village is considering the erec- 
tion of a new school building at a cost of $70,000. 


Hiram, Ohio.—Hiram College will build a gymnasium 
to cost $90,000. Pittkin & Mott, Cleveland architects, 
have completed plans and will soon take bids on the 
work. 

Houston, Tex.—Warren Shivers was low bidder on the 
plumbing work on the 12-room addition to the Alexander 
Hamilton Junior High school building. 











The rotating disc prin- 
ciple was patented 49 
years ago by Pratt & 
Cady. It is still stand- 
ard construction in 
swing check valves. 








MN ~*| PRATT&CADY fea trenze 


—PRATT & CADY-» 
Swing Check Valves 


The rotating disc distributes wear and so gives 
long periods of operation without attention. 


Disc seats are easily reground without remov- 
ing the valve from the line. 


Internal parts can be easily replaced when 
necessary by removing the cap at the top. All 
parts are interchangeable. 


Pratt & Cady Swing Check Valves are made 
for steam pressures up to 150 lbs. and water 
pressures up to 800 lbs. 


Send for full information and the address of 
the nearest Pratt & Cady distributor. 


READING STEEL CASTING COMPANY, Inc. 
An Associate Company of the American Chain Co., Inc. 


BRIDGEPORT, CONNECTICUT 


Offices and Warehouses in Principal Cities 


READING Jor steel 


specializing for quality valves anv fittings 
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The Baltimore Quality Line 
PLUMBERS’ CAST BRASS GOODS 


BALTIMORE VALVE CORPORATION 


BALTIMORE, MD. 











Bullard Roof Flanges 

are shipped ready to use. 
They are conveniently packed 
so that they may be quickly 


stocked in a small space. 


$00O64.0..6066OO$$O6.5.05OOOO 
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THE BULLARD SPECIALTY CO. - ——— Ohio 


@ 


INSURANCE 


AGAINST FLOODED BASEMENTS 


ea deg 


Where the Signet Drain is installed there can 
be no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 
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Always works. 
Nothing to get out 
of order. Brass 
working parts sub- 
merged 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 


Pat. Dec. 3, 1914 


Crampton-Farley 
Brass Co. 
Kansas City, Mo. 


Write for 
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The STINSON Patent Equalizing Valve 


A system di to prevent Water Hammer and any reaction 
in the water a system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of 
piping. 

The Valve is made in sizes as conditions require. 

Stock sizes: 114 and 2% inch. 

1X inch will take care of from 14 inch to 2 inch supply. 

2 inch will take care of from 2 inch up to 4 inch supply. 

Send rough sketch of piping in basement and I will advise you the 
Proper place to install the equalizer. 


Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 
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Johnston, Ohio.—C. G. Snow, Mt. 
Columbus Heating Co., were awarded the plumbing and 
heating contracts on the new school. The heating con- 
tract amounts to’ $9,810, and the plumbing amounts to 
$5,871 

Toledo, Ohio.—-Contracts have been awarded on the 
Point Place School, near this city, to the Brice Heating & 
Ventilating Co., and the Behm & Daniels Plumbing Co. 
The heating and ventilating will cost $21,360, and the 
plumbing $12,123. 


Stores and Office Buildings 


Vicksburg, Miss.—The Plumbing & Metal Works, 1505 
Washington street, has the plumbing contract in the re- 


modeling of the store building for Louis Herman at Wash- 


Vernon, and the 


| ington and Crawford streets. 


Tulsa, Okla.—The heating and plumbing contracts have 
been let to Watt Plumbing, Heating and Supply Company, 
610 South Cincinnati street, on the $90,000 store and 
apartment building for the El Patio Company at 21st and 
Utica streets. 


Oakland, Calif.—Carl Doell, 467 Twenty-first street, 


| was the successful bidder on plumbing and heating work 


concrete office building to be located on 
near Seventeenth, at a cost of $380,000. 
Santa Barbara, Calif.—A two-story and basement, steel 
and concrete office and telephone exchange, to cost $150,- 
000, will be built here. The architects are Masten & 


on the 12-story, 
Franklin street, 


| Hurd, Shreve Building, San Francisco. 


Portland, Ore.—The Highland Plumbing Co. is install- 
ing plumbing in a business block at 1013 Union avenue 
for the Andrews Construction Co, 

Bellingham, Wash.—The Great Northern Railway Co. is 
planning a new depot and Architect F. Stanley Piper is 
drawing up the plans to be submitted to Col. Frederick 
Mears of Seattle, chief engineer for the district. 

-The Pacific Telephone & Telegraph 
Work will 


Bremerton, Wash.— 
Co. will spend $150,000 for a new building. 
start July 1. 


San Francisco, Calif.—Construction is being started on 





H. A. Turpin, B. F. Hurst, Nelson 
Hurst, all of the Ben F. Hurst Co., Richmond; Harry Dowd, 
manufacturers’ representative, Cincinnati—Bottom row: H. 
H. Schuell, Louisville branch of EverHot Heater Co.; C. G 
Zinek, Cincinnati branch of Walworth Co.; S. Meyer, of Daw- 
son & MeCarty Co., Cleveland, and A. W. Reedy, Newport 
At the recent annual convention of the Kentucky State Ass0- 
ciation of Master Plumbers and Sanitary Engineers, at 
Newport 


Top row, left to right: 
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Left to right: Wilbur B. Dosher of Wilmington, past national 

secretary; Ed Rawls of Monroe; Leon Hewitt of Ideal Supply 

Co., Greensboro; H. 8S. Ritchie of Albermarle, at the recent 

annual convention of the North Carolina Association of 
Plumbing and Heating Contractors 


the $300,000, 10-story class A, concrete loft and office 
building at Howard and Second streets. E. K. Nelson, 77 
O’Farrell street, is the architect. 

Centralia, Wash.—The Modern Plumbing Co. has been 
awarded the plumbing and heating contracts on the new 
Lee Proffitt business building in this city. 


Oakland, Calif.—Carl Doell, 467 21st street, secured 
the plumbing contract on the $132,000, 5-story and mez- 
zanine, physicians’ office building at 30th avenue and 14th 
street. 

Minneapolis, Minn.—The LaSalle Realty Company, 
Sumner T. McKnight, president, 1236 McKnight Building, 
will build a three-story store and office building at the 
corner of Fifth street and Second avenue South to cost 
$250,000. The foundation will be built to carry several 
additional stories later. Larson & McLaren, 308 Baker 
Building, are the architects. 

Louisville, Ky.— J. E. Grey has the plumbing contract 
on the $600,000 office building for Frank G. Breslin at 
Third street and Broadway. 


Newark, N. Y.—W. Freer, of Williamson, has purchased 
the Sherman Opera House site and will erect a two-story 
building containing stores and apartments. Work will 
begin shortly. 

Wellesley, Mass.—The Drinkwater Brothers Co., 544 
Washington street, has secured the heating and plumbing 
contracts on the store building under construction at 541 
Washington street. 


Madison, Wis.—P. J. Reynolds has been awarded the 
plumbing contract and William Dochnahl has been 
awarded the heating contract on an office, flat and garage 
building under construction at North and East Johnson 
streets. 


Spooner, Wis.—M. E. Norton has been awarded the 
plumbing and heating contracts on an office and storage 
building now under construction here. 

West Allis, Wis.—The West Allis Plumbing & Heating 
Co. has been awarded the plumbing contract on a store, 


office and apartment building under construction at 729 
Fifty-first avenue. 


Centralia, Wash.—A new store and business block will 
be built at 211-213 North Tower avenue for John A. 
Field. Plans were drawn by R. V. Gough. 

Portland, Ore.—Roscoe D. Hemenway, Bedell building, 
has prepared plans for a two-story modern garage and 
store building to be erected for Robert Somerville. 

Stamford, Conn.—Frank Urso, 432 Main street, is pre- 
paring plans for a 6-story brick and steel addition to the 
building at Main and Water streets, Norwich, Conn., for 
the Silverman Furniture Company. 

Des Moines, lowa—The Van Dyck Plumbing & Heating 








SERVICE 


Service is rendered in a remarkable 
degree by BIGNALL & KEELER 
Pipe Threading Machines. Fifty 
years of steady growth and achieve- 


ment are back of every machine. 


Service is the watchword of the day, 
So thread your pipe on a BGK 


BIGNALL & KEELER MACHINE WORKS 
of the N. O. Nelson Mfg. Co. 
RLESS EDWARDSVILLE, ILLINOIS _PEERLESS 
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Mr. Plumber 


Here is Some Extra 
Money for You! 





Every jhouse- 
keeper is your 
prospective cus- 
tomer for this kit- 
chen necessity. 
You can make 
many dollars ex- 














‘tra profit every 
month, with lit- 
tle effort. 


Good Housckeeping 
~ * Insutute = 


epee . 
Ou stat ton, 


Kitchen Katch-All 


The Sanitary Under-the-Sink-Strainer 
—Reg. U. S. Patent Office— 


Whenever you get a neighborhood call do not fail to take one 
of these attractive utensils—it’s a sure sale and neat profit for 
you. 


Made of high grade aluminum, highly polished. Consists of 
outer receptacle, strainer and odor tight cover. Heavily tinned 
steel bracket clamps to drain pipe. Swings out of the way under 
the sink when not in use. 


THE OHIO METAL UTENSIL COMPANY 


GREENWICH, OHIO 


























Install 


Iron City Ware 


The Best Enameled 
Plumbing Fixtures Made 


Black and Gold Label 























Iron City 6000-C 


Enameled Apron Sink 


Made in several sizes and 
different styles 


A most beautiful and sani- 
tary fixture for any kitchen 
with glistening durable 


white enamel. 
A high grade sin. of this 


design adds character and 


dignity to the home, and 


makes friends for the 
plumber who installs them. 


The High Quality of 
Iron City Ware is 
Always Apparent. 


Ccoocws 


Sold Through the Jobbing Trade 


Cwsews 


Iron City Sanitary 
Manufacturing Co. 


Pittsburgh, Pa. 
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Co., 929 Sixth street, has been awarded a $13,690 plumb- 
ing and heating contract for the 2-story, 80x140 foot office 
building to be built at 2015 Grand avenue in this city by 
the Great Western Insurance Co. Normile & Emery, 204 
Hubbell building, are the architects. 


Industrial 


Waukesha, Wis.—Haynes & Kramer have been awarded 
the plumbing and heating contracts on a warehouse being 
erected. 

Milwaukee, Wis.—The Pflugradt Heating Co. has been 
awarded the heating contract on a shop building to be 
erected at 2660 Fond du Lac avenue. 

Seattle, Wash.—The University Plumbing & Heating 
Co. has just been awarded the plumbing contract on a new 
commission warehouse for Perry Bros. 

Ironton, Utah—Officials of the Pacific States Cast Iron 
Pipe Plant have announced that a new $100,000 addition, 


| approximately doubling the output of that concern, will 











soon be built. The new unit, consisting of three build- 
ings, is expected to be finished by August 1. George 
S. Sibbett is general manager of the concern. 

Jacksonville, Fla.—T. H. Thompson, 526 West Adams 
street has the plumbing contract on the $100,000 ware- 
house for the Bay-Secrest Electric Company. 

Shreveport, La.—Specifications are being completed for 
a one-story concrete, steel and brick building for the 
Model Cleaners and Dyers. Bids, including plumbing and 
wiring, will be called by Jones, Roessle, Oeschner & 
Weiner, Shreveport. 


Buhl, Idaho.—The Sego Milk Products Company has 
started construction on a condensary which will cost 
$150,000, when completed. It will be 73x300 ft., and 
part of the building will be two stories. 

Idaho Falls, Idaho.—Harry Morgan, manager or this 
branch of the Mountain States Telephone. & Telegraph 
Co., has just made the announcement that tie cumpany 
will build a $75,000 building and install $100,000 worth 
of equipment at once. 

Portland, Ore.—A $40,000 automobile plant to be built 
for G. G. Gerber will be started soon. Earl Cash, Railway 
Exchange Building, is preparing the plans. 

Minetto, N. ¥.—Aberthaw Company of Boston, Mass., 


has been awarded a contract for the erection of two new 
buildings for the Columbia Mills, Inc. The construction 
will be under the direction of Lockwood & Green, Boston 
engineers. 

Minneapolis, Minn.—The Cream of Wheat Company, 
Fifth street and First avenue, North, is having plans made 
for a four-story, 165x250 ft., factory and office building 
to be built at Stinson boulevard and Broadway, to cost 
$1,000,000. Walter H. Wheeler, 1110 Metropolitan Life 
Building, is the architect. 

Cambridge, Mass.—Scully Company has been awarded 
the contract to build an addition to the big bakery of the 
National Biscuit Company, at Green and Cambridge 
streets. Under plans as drawn by James R. Torrance of 
New York, the structure will be four stories and basement, 
of first-class construction, built of brick and stone. 

San Francisco, Calif.—William J. Forster Co., 355 
Fourth street, San Francisco, and Herman Lawson, 465 
Tehama street, have secured the plumbing and heating 
contracts, respectively, on the $200,000, 6-story factory 
building to be erected at Sansome and Pacific streets. 

Wausau, Wis.—The Wausau Plumbing & Heating Co. 
has been awarded the heating and plumbing contract on 
the $50,000 factory building for the Marathon Battery Co. 
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= Leaders Buy 
a From Leaders 


weed [EADING corporations are distin- 
guished for the ce**ainty with which 
they buy the most modern equipment 
and secure the most satisfactory service 
ass., at lowest final cost. That éxplains why 
new faIKO these and many other of America’s best 
a | : known companies are installing Heggie- 
Simplex heating boilers in steadily in- 

creasing numbers. Heggie’s 35 years of 
doing one thing well have culminated in 
a product whose performance has won 


their confidence. 


Heggie-Simplex Boiler Co., Joliet, Illinois, Representatives in principal cities 
—telephone and address listed under “‘Heggie-Simplex Boiler Company.” i 
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Which Will The 


Wear-~When They Rea 


Your Estimate ? 


NE estimate can’t take care of both the price buyer and quality buyer—the man who wants 
steel and the fellow who wants genuine wrought iron. But an estimate on steel pipe, plus 
the Reading Two Bid Sticker, can—and does. 
You can’t always tell in advance just which pipe will be determined on. But you can always 
bank on one thing, and that is that the Reading alternate estimate idea takes care of you 
no matter how the decision goes. 
Some of your prospects will, of course, insist on steel, but you’ll find that a good many of them can be sold on pipe 
of Reading Genuine Wrought Iron—and the Reading Two Bid Sticker is the thing that will do “that little selling 


job”’ without trouble or expense to you. 
The man who asks you for an estimate on steel pipe isn’t going to feel offended if, when giving it to him, you call 
attention to the fact that the slightly higher initial cost of a wrought iron installation will save him money in the 


READING 
IRON 
COMPANY 
Reading, Pa. 


Please send me a supply 


of Two-Bid Stickers for use 
in submitting estimates. 


Name 


Address 


City and State 


9? 


long run. The man who has already learned of ‘‘Reading’s”’ manifold 
advantages is glad to act on your suggestion. 
Plumbers who are using Reading’s Two Bid Stickers find they give real 
help in winning orders. Write for some today and try them out—you 
have nothing to lose and everything to gain. 


READING IRON COMPANY 
READING, PA. 

World’s Largest Manufacturers of Genuine Wrought Iron Pipe 
Boston New York Philadelphia Seattle 
Pittsburgh = Cincinnati Chicago Dallas 
St. Louis Los Angeles Tulsa Buffalo 
Detroit Cleveland Baltimore 


Reading’s 


Identification So that neither paint 
nor time will erase its 
identity we cut a band 
of spiral knurling upon 
every length of Read- 
ing Genuine Wrought 
Tron Pipe. It protects 
you against substitu- 
tion and authenticates 
the installation for- 
ever after. 
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Pittsburgh, Pa—A $2,000,000 warehouse will be con- 
structed for the Joseph Horne Co. Hunting, Davis & 
Dunnels are the architects. 

Providence, R. I.—Bids will be called for early in July 
for a service building to be erected on West Exchange and 
Mason streets for the Belcher & Loomis Company. From 
plans by Jenks & Ballou, 1035 Grosvenor Building, Provi- 
dence, the building will be of concrete and steel construc- 
tion, 112x120 ft., four stories high. 

Cincinnati, Ohio.—Stewart & Steward has been awarded 
the contract for the installation of a new heating system 
in the remodeled factory for the Perkins-Campbell Co. 

Halifax, N. S., Can.—One of the biggest contracts for 
plumbing and heating installation awarded in recent 
years in eastern Canada has been allotted to W. E. Emer- 
son & Sons of St. John, N. B. Some time ago tenders 
were asked for the installation of the plumbing and heat- 
ing systems in two new freight warehouses here. These 
are known officially as Piers 21 and 22, and are used by 
transatlantic liners. Nine firms tendered for the work, 
seven being located in Halifax, one in Montreal and one 
in St. John. Announcement has been made that the 
Emerson concern has received the contract, which is in 
the vicinity of $50,000. Work is to be started in the near 
future, the equipment and material being now placed in 
the warehouses. The buildings were used for the first 
time last winter, a temporary heating system having been 
installed for the winter. 


Washington, D. C.—The heating and plumbing con- 
tracts have been let to the H. & G. Heating Company on 
the store and warehouse for Christian Huerich, 1410 S 
street, N. W. 

Cincinnati, Ohio.—The John H. McGowan Pump Co. 
will build a new factory, 90x280 ft. 


Churches 


New Bedford, Mass.—Brown & Poole, architects, have 
prepared preliminary sketches for a proposed two-story 
addition to the First Baptist Church. The building com- 
mittee will submit the plans, with a recommendation to 


the church, and the bids are to be asked. 


South Braintree, Mass.—A contract has been awarded 
to Joseph M. Dolan of Boston to build an addition and 
make alterations to the church in the parish of St. Francis 
of Assisi, under plans prepared by William B. Colleary of 
Boston. The structure is to be of brick and tile, one story 


and basement, and 72 by 37 ft. 


Oberlin, Ohio—The First M. E. Church will erect a 
church and Sunday school building at a cost of $90,000. 

Tiffin, Ohio.— The Trinity Reformed Congregation will 
erect a church and Sunday school building at a cost of 
$150,000. Nicholas and Roderick, of Cleveland, are the 
architects, 


Utica, N. Y.—The H. J. Brandeles Corp. is just begin- 
ting the plumbing and heating for the new Grace Church 
parish house. This firm is also doing the plumbing and 
heating in the new Stillman Hall at Colgate University. 

Boise, Ida.—The Boise First Presbyterian church will 
build a new edifice in celebration of its fiftieth anniversary 
this year, 

Watertown, N. ¥.—The First Presbyterian Church will 
spend $200,000 in the construction of a new church 
School building, and in alterations to the present church 
edifice. Ludlow & Peabody, of New York City, are the 
architects. 


Hazelhurst, Miss.—Work is expected to begin July 1 
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Don’tBe Content 


With ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead— Copper— Galvanized 


Iron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 


SIMPLEX MFG. COMPANY, 213W. AustinAve., Chicago 

















$1.00 Each, 








SAVE! 


When you install 
Shanklin Radiator 


Brackets you Save 
time, temper, 
money and labor, your own 
reputation, trouble of fool- 
ing with lag screws and bolts 
that are apt to come loose. 


Best of all satisfied customers are the result of the use of 


Shanklin Brackets. 


Write for Catalog and Discount 
WEST VIRGINIA HEATING & PLUMBING CO. 


CHARLESTON, WEST VIRGINIA 


























Wall hung radiation is a feature which will 
appeal particularly to the housewife in select- 
ing an apartment. Cleaning and sweeping is 
made very easy. 

Radiators should be suspended with The Little 
Giant hanger—a one bolt adjustable hanger 

le th sises to fit any radiator. 

A new catalogue has just been prepared— 
ask for it. 


Distributed by UNITED STATES RADIATOR CORPORATION 
Sold by all leading jobbers 


Little Giant Mfg.Co. 


1927-3) Nicollet Ave. 


Minneapolis, Minn. 











Wilhelmi and Modern 


Copper Range Boilers 





Made in the most approved 
design, of excellent material 
and careful workmanship. 


No iron used in construction. 
Boilers lined with tin and guar- 
anteed against collapse. 


Install them on your next job 
—for real service. 


Your Jobber Can Supply You. 





Paterson 





Hayes Manufacturing Co. 


New Jersey 
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CLE-BAR 


This Water Heater will stand any 
pressure up to 500 pounds. It will 
furnish a maximum of hot water in the 
minimum of time. As it is equipped 
with a brass coil there can be no 
rusty water or costly cracked coils. 
The Cle-Bar is a money maker for you 


and a money saver for your customer. 
Write for Details. 
CLEGHORN COMPANY 
54 Batterymarch St. 
Boston, Mass. 
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C. S. B. Approved 
Sprinkler Heads 


Get into the profits of the sprinkler business in 
your neighborhood. We furnish alarm valves, 
circuit closers, dry valves, retarding chambers 
and all other fittings. All you have to have is 
the men, pipe and tools. We can both make 
money if you let us be your partner. 






A Better 


For an 
4 Sprinkler 


Building 
Write for Quotations. 


C. S. B. SPRINKLER CO. 
54 Batterymarch St. BOSTON, MASS. 
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on the proposed brick church for the Methodist congrega- 
tion. Claude H. Lindsley, Lamar Life Building, Jackson, 
Miss., is completing plans and will ask for bids very 
shortly. 

Waban, Mass.—Architect Edward T. P. Graham of 
Boston has prepared plans for a mission chapel which wil] 
be erected on Beacon street, for the Archdiocese of 
3oston. It will be of brick, second-class construction, one 
story and basement, 128 by 57 ft. The heating and plumb- 
ing contracts will be awarded separately. 


North Andover, Mass.—Architect William B. Colleary 
of Boston is drawing plans for the addition and alterations 
to St. Michael’s Church. 

West Roxbury, Mass.—M. J. O’Hearn, Inc., of Brook- 
line, Mass., has been awarded the contract to construct 
the new St. Joseph’s Chapel for the Holyhood Cemetery 
Association. It will be of brick, second-class construction, 
one story and basement, 72 ft. by 25 ft. McLaughlin & 
Burr of Boston prepared the plans. 





Houseville, N. ¥.—Anselm §. Cannan, of Lowville, N, 
Y., has been awarded the contract for the building of 
the new Roman Catholic Church. Rev. J. A. Konus is 
pastor. 

Syracuse, N. Y.—The first unit of a new church plant to 
cost, when complete, about $200,000, will be built by the 
Lafayette Methodist Church, at West Lafayette street 
and Midland avenue. Specifications will be ready for con- 
tractors’ figures June 1. The first unit will cost about 
$110,000. Fred R. Lear is the architect, and W. E. Jac- 
quith is chairman of the planning committee. 

Milwaukee, Wis.—S. V. Hanley has been awarded the 
plumbing contract on the $150,000 school, church, and 
auditorium building under construction for St. Ignatius 
congregation at Thirty-first avenue and Mitchell street. 

South Carthage, Miss.—Plans and _ specifications for 
bids on construction of the proposed brick church build- 
ing for the Methodist Episcopal Church may be obtained 
from R. C. Springer, architect, Carthage. 


Somerville, Miss.—A contract has been awarded to A. 
Piotti & Son of Boston to erect a new church building for 
St. Polycarp’s parish at Mystic avenue and Temple street. 
The building is to be of stone, 40 ft. by 134 ft. and, ac- 
cording to the designs of O’Connell & Shaw of Boston, 
the architects, is designed to seat 750 in the basement 
and 860 on the main floor. It will cost in the neighbor- 
hood of $135,000. 













Institutions 


Green Bay, Wis.—George F. Reeke has been awarded 
the plumbing contract, and Joseph Prevot of Green Bay 
has been awarded the heating contract on the clinic build- 
ing under construction at 109 East Walnut street. 

Loch Raven, Md.—The Maryland Training School for 
Boys, of which L. C. Faulkner is superintendent, is having 
plans prepared for a combined central heating plant, 
kitchen and laundry, to cost about $125,000. 


Medical Lake, Wash.—-Calls for bids for the construc 
tion of a brick two-story ward building for the custodial 
school has been issued by Olaf L. Olsen, director of busi- 
ness control. The building will accommodate 150 inmates 
and will cost about $140,000. 

Fayetteville, Ark.—The heating and plumbing contracts 
on the building on Arkansas avenue to house university 
students, have been awarded to Harry E. Hamilton. 

Oteen, N. C.—B. L. Williams, 271 Bank street, Norfolk, 
Va., has the plumbing and heating contracts on the Re- 
ceiving building of Veterans Hospital No. 60. 
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WE’LL START WITH ONE ON THE SCOTCH 

Sandy took his wife and baby to a show. They went early 
and so got good seats down in the first row. The show had 
been advertised as being a “double bill” and the feature pic- 
ture Was supposed to be great. 

Just as Sandy and his wife got themselves comfortably 
fixed in their places to enjoy the show, the baby started to 
cry. It would not be comforted—it howled. After a moment 
or two an usher came down the aisle and said to Sandy, “If 
that baby cries again, I'll have to ask you to step to the box 
office and get your money back.” 

For the next hour and a half the baby slept while Sandy 
and his wife enjoyed the show. When there was nothing left 
of the bill but the acrobatic closing act, Sandy leaned toward 
his wife and said: 

“Laurie, will ye stick th’ bairn wi’ a pin.” 


THEN, TOO, THERE’S THE ONE 

About the Scotchman who was making a trip from his little 
town, Where he had a small shop, up to Edinburgh. As he 
entered the railway compartment he stared at the only other 
occupant and finally spoke to him. But the second occupant 
had forgotten the Scotchman. 

“Ah, IT mind ye weel,” said the Scotchman. “Do ye no’ re- 
member a year back ye gie’d me a wunnerful fine cigar? Yon 
was a grand smoke. Why, mon, e’en yet on th’ Sunday I hae 
adraw o’ it.” 

EPITAPH 
A nervy man was Lew McCord, 
He crossed a trestle with his lord; 
They found a twisted wire or two, 
But haven't yet located Lew. 
S. D., Buffalo, N. Y. 


ON SAFE GROUND 
“Do you play the piano, Miss Archer?” 
“I'm afraid not.” 
“Do you sing, then?” 
“Not a note.” 
“Miss Archer—Jenny! Marry me!” 
H. l., New Haven, Conn. 


“SY” SAYS 

Voice: “This is the Bushwah-Blah Radio Company broad- 
casting from Station FOB. Our agent in your town has asked 
us to announce that unless back payments are made on all 
sets that have been bought, your names will be announced 
from this station Saturday night.” 

Before Saturday eight banks had failed, thirty-two men 
had committed suicide, and three attempts had been made to 
(‘ynamite Station FOB, 


Stranger: “Say, what's good to take for a cold?” 

Native: “Oh, quinine and whisky, or quinine and brandy, 
or quinine and rum, or quinine and gin. And, say, you want 
\o be very careful about the quinine—it’s powerful stuff.” 


The gray geese honk with the coming of fall, 

And when it gets hot the cardinals call; 

And when it gets cold the chickadees sing. 

But the bird that heralds the news of spring 

Is the bird next door who calls at dawn 

And borrows my lawn-mower to cut his . . . lawn. 


“SY” MARTIN, Owensboro, Ky. 


IN THE MODERN DRUG STORE 
Customer: “I'd like to see some new pumps, please.” 
Clerk: “Yes, ma'am; stomach, bicycle or dancing?” 





Why the business man is tired—a round of golf in the 
Yt i , . 
‘orning and the ball game in the afternoon. LY FT. 
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Hot Water continuously! 
The SURE-HOT furnishes hot | 


water at any hour of the day or 
night during the heating season. 
The most efficient and economical 
heater that you can sell. Costs 
nothing to operate—needs no regu: | 
lating and cannot get out of order. | 
Your customers will be won over | 
by SURE-HOT advantages. 

















Write for details today. 








M. S. LITTLE MFG. CO. | 


Incorporated 


HARTFORD, CONN., U. S. A. 
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A PERFECT COMBINATION 


The Graves Pipe Bender, Vise Stand and Tool 
Box is a perfect combination with which to 


speed up your work 


and save you money. 


Write today for particulars 


W. L. GRAVES ss 


HATFIELD, MASS. 











—— 











MULLER WASHERS 


Muller Washers are made for heavy duty 
service. For washing vehicles of any kind 


they will be found 
five different sizes 


incomparable. Made in 


. fend for our catalog. 


EDWARD MUELER & SON 
5023 Hudson Blvd., 1306 John St., North Bergen, N. J. 














CELINA SEPTIC TANKS 


FOR 


Proper and Safe 


Flanged Cover. 
Intake 6.inch 
Air Chamber 
Water Line 
Outlet 4-inch 
Intake Baffle 
Outlet Baffle 


Center Baffle 


Sludge Chamber 
Passage (under plate) 
Effluent Chamber 
Flanged Base 





Sewage Disposal 


Made of 14-guage 
“Copper”’ steel sheets. 
Correctly designed. 
Easy to install. Made 
in a number of sizes.’ 
Prompt shipment. 
Ask your jobber or 
write us for inform- 
ation and prices 
The Cel'na Mfg. Co., 
CELINA, OHIO 












































50 years 


MANUFACTURING 
PUMPS 
v 
The Buckeye Electric House 
Pump is the product of all these 


years of experience. 


DOUBLE GEAR DRIVE 
PERFECT ALIGNMENT 
RUNS IN OIL—NOISELESS 
AUTOMATIC OPERATION 
EFFICIENT 


Write for bulletin and prices today 
MAST FOOS & COMPANY 
Box 401, Springfield, Ohio 
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— Bath a Day Movement 


| For the past five or six years, June has been the Bath a Day 
| Month. If yow are casting about for some method to inject a 
| 

possibilities for advertising and pub- 


little new interest into your merchan- 
163 licity when such a campaign is prop- 


| erly staged and we shall be glad to 


dising during June, try putting ona 
Bath a Day campaign in your com- 


munity. There are almost unlimited 


give every assistance in helping to make one effective. 


ERE are some of the possibilities of a June Bath a 

Day Campaign. First give copies of ‘“‘The Story 

of the Bath’’ to, say, the three upper grammar 
grades of the schools. Then announce a prize for the best 
essay by a school child written around the material in the 
booklet. This will, of course, get the idea into the homes 
because the children will be watched, and perhaps helped, 


by their parents in preparing the essays. 


Your local paper will be glad to announce the contest. 
| Then, when the essays are in, have them judged by three 
prominent people. The paper again will be glad to run 
the essay and the name of the child winning the prize. 

At the same time distribute copies of ‘‘The Story”’ to the 
Kiwanis, Rotary, Lions, Booster, Chamber of Commerce, 
or such other civic organizations to which you may belong 
and get these men interested in the idea. 


If, in your advertising, you state that you will give a 
free copy of the booklet to anyone asking for it, you can 
add a number of names to your prospect list—and you will 
have reason for making calls later at the homes of those 
who received copies. 

The net result of such a campaign would be that your 
name would, for a period of a week or so, be mentioned 
frequently in your community. Write for a free copy of 


“The Story of the Bath’’ if you’ve never read it—and 
you'll see why it forms the basis for a fine publicity cam- 


paign. 


Epigrams—For Your Use 


A well-bread sandwich makes both ends meat. 
* * * 


The short cut to success is work. 
* * * 


What a lot of stitches we drop when we mend our ways. 
. 7 ” 


SS 


Every cold snap is a soft snap for the coal man. 
a 








> 
If your sins don’t find you out, your neighbors will. 
* * * 


A man’s idea of protecting a girl is to put his arm 


| around her. 





San Francisco, Calif.—Plans are being completed oD 
two six-story, steel and concrete apartment buildings, 
each to contain 50 apartments. One is for Vallejo street, 
| between Gough and Octavia streets, and will cost $200, 

000, and the other will be located at California and Gough 
| streets. H.C. Baumann, 251 Kearney street, is the archi- 
| tect for both structures. 

Hartford, Conn.— Burton A. Sellew, 721 Main street, is 
preparing plans for a three-story hotel building, 6590 ft. 
to be built at West Beach, Westbrook, Conn., for H. A- 


Griswold. 
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PATENTS 


Heating Department 
16,601. Oil and Gas Burner. Lee G. Daniels, Rock- 
ford, Ill. In combination, a liquid fuel burner, an air 


supply conduit for delivering air thereto having an air 
inlet extending upwardly at the side of the burner and 





over the same so as to be heated by the flame, and a gas 
supply pipe extending through said inlet and providing a 
pilot lighter for delivering a flame onto the liquid fuel 
burner through the delivery end of said air inlet. 

* * * 


1,624,350. Oil Burner. George Stanley Meikle and 
Henry D. MacKaye, Detroit, Mich. In an oil burner struc- 
ture, the combination with an oil well, of a rotatable 
nozzle having oil lifting means projecting into said well 
displaced from the axis of said nozzle arranged to move 
with the rotation of said nozzle and to raise an oil supply 
therefrom by the relative velocity of said means with 
respect to said well, means for rotating said nozzle, and 
means for atomizing the lifted oil by impact disposed in 
operative conjunction with said oil-lifting means, 























1,624,350. 
4° 1 624,042. 


1,624,042. Radiator Cover. Charles F. Duggins, Rich- 
mond, Va. A radiator cover comprising a rectangular 
top; two sides fixed, at one end of each, to said top at the 
opposite ends thereof, and having their free ends recessed 
‘0 form feet adapted to rest on a floor; a cross brace 
Parallel to said top and spaced above the recessed ends 
of said sides and having its opposite ends fixed to the rear 
edges of said sides; a back fixed to said brace and the rear 
tdge of said top; said sides having their opposed faces 
similarly rabbeted at their front edges to form a seat for a 
ttmovable front, and the top having a groove in its lower 
fae of the same width as the rabbets in said sides; a 
front, of the same thickness as the width of said groove 
and rabbets, removably positioned with its top in said 
stoove and with its sides seated in said rabbets and having 
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, H ey Specialties of 
LS Page Bs all kinds for 
re ub inc all uses. 


Patented May 26, 1914 


QUALITY 


Cast from the best metals, Central special- 
ties are designed for easy handling and hard 


usage. 
Above is shown one right and one left hand 


2 inch hub. The tops of-the soil and waste 
branches are all on the same level. 


You ought to have the Central catalog, not 
only for convenience in ordering fittings but 


for the valuable plumbing data it contains. 
Write for it today. 





CENTRAL SPECIALTY CO. 


DETROIT 33 MICHIGAN 














one man 











It takes 


x2 
Oo 
z 
v 
me) 
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only 


ten 
minutes 





to install a HESSLER Roof Flange. 
No helper. No putty, oakum or 
lead. The only tool needed is a 
hammer. Once installed it will last 
as long as the building. 

Made in six sizes in galvanized or 
solid copper. If your jobber cannot 
supply you— we can. 


H. E. HESSLER COMPANY 
SYRACUSE, NEW YORK 
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RUSTLESS copper top 
keeps the ball true to 
shape—no elongation. 

A high grade, molded rubber 
bottom] assures perfect, per- 
manent sealing without leaks. 


In short CopRtop gives 
trouble-free service. It like- 
wise pays a good profit to the 
plumber. 


Send for a FREE TRIAL BALL! 
Sold Through Jobbers Only. 
AMERICAN 
RUBBER PRODUCTS 
CORPORATION 


M. LYONS 
48 East dist Street, New York 
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Quick Action! 
FOR SALE: 


The Business Complete or Stock 
or Modern Up-to-date Patterns 
and Equipment 








—of one of the oldest manufacturers 
of Tubular and Cast Brass plumbing 
goods in the U. S. 


This is a successful going concern, 
established in 1892, numbering many 
of the best jobbers from coast to coast 
among its regular customers. 


The owner of this business is retir- 
ing due to age and ill health. 


Prompt action necessary. 


For details and further information 
write or wire Key 864, Domestic 
Engineering, 1900 Prairie Ave., Chicago 


__——<— 
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its bottom end recessed to form feet adapted to resi on 
said floor when the front is seated in said groove and 
rabbets. 
* * * 

Pipe Vise. Joseph E. Kenerson, Saugus, 
Mass., assignor to Trimont Manufacturing Company, Rox- 
bury, Mass. In a vise of the kind described, a base having 
a jaw integral therewith, a movable jaw hinged to the 
first jaw, reinforcing webs extending longitudinally of 


each jaw, each of said jaws having arcuate depressions 


1,624,252. 














6 ! 
1,624,252. 
co-operating to form graduated pipe clamping recesses, 
and a projecting lug at the rear of said movable jaw to 
limit the opening thereof, said base having three support- 
ing portions, formed arcuate to permit application to a 
rounded support, said base being also provided with means 
to apply said vise to a flat surface. 

* x * 
565. Radiator. Elliott J. Stoddard, Detroit, 
In an apparatus of the kind described, in combina- 
tion with a deflecting plate, a series of radiator sections 
having lugs extending between them, plates extending 
downward from said deflecting plate and having L-shaped 
slots adapted to engage said lugs, said sections also hav- 
ing lugs extending between them at a point spaced from 
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the first mentioned lugs, said downwardly extending 
plates being adapted to engage both of said lugs when 
adjusted to position, said vertically extending plates being 
provided with vertical slots therethrough, and a plate 
extending through and engaging in said slots. 


Overlooking Near Near 


Union Station 


BANKHEAD 
(New) 


Birmingham, 
Ala. 


B’way at 41st 
Grand Circus Park 


WOLVERINE 
Detroit, 
Mich. 


Hotel Biltmore 


RIALTO 


New York Providence, 
Cit R. I. 


y 





Centrally Located Hotels 


in important cities 


Always A Room 
With Private Bath 


for $3 per day 
DUNCAN HOTELS, Inc. 
the jen m Chat 








Under Construction I 
HOTEL LAFAYETTE jj 
Tampa Shores, Fla. | 


HOTEL ILLINOIS 


Summer Resort 
DEER PARK 
HOTEL 





| 
Times Square 
CONTINENTAL 





Deer Park, Maryland 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. 
One inch $4.00. Cash must accompany order. 


insertion. 


Minimum $2.00 for each 


Copy should reach us eight days in advance. 





Situations Open 


HBA ATING ENGINEER WANTED— 

Good opportunity for a capable young 
heating engineer, one who can design 
vapor and vacuum systems. Location, 
Washington, D. C. State age, qualifi- 
cations and salary expected in first let- 
ter. Address Key 862, “Domestic Engi- 
neering,” 1900 Prairie Ave., Chicago, Ill. 





MANUFACTURERS’ AGENT WANTED 

—to handle high-class line of flush 
valves on commission basis; manufac- 
tured by a high-class manufacturer 
who has been making and selling flush 
valves for 25 years. Detroit, Buffalo 
and Cincinnati territories open; appli- 
cant must have four or five years of 
experience as a manufacturers’ agent, 
working in and around these cities. 
a 4 Brother, 105 South St., New- 
ark, N. J. 


WANTED IN CHICAGO TERRITORY, 
jobbers salesman. Single man pre- 
ferred, not more than 30 years of age. 
State experience. Address Key 447, 
‘Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 
GOOD EXCLUSIVE DISTRIBUTIONAL 
proposition or side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 
Koil-Les Heater Company, Geneva, III. 


SALESMAN, EXPERIENCED, COM- 

plete line of high-grade brass goods 
to the plumbing trade. Must own and 
drive a car. Give full particulars in 
first letter, also territory you have been 
covering. The Victor Brass Mfg. Co., 
6813 Wade Park Ave., Cleveland, Ohio. 
WANTED—A SALES REPRESEN- 

tative in each large city of. the 
Central States. Commission salesmen 
calling on Plumbing Jobbers to han- 
dle an extra line. A new drainage 
pump. Exclusive territory given. 
State lines now handled and terri- 
tory covered. Address Key 863, ‘‘Do- 
mestic Engineering,’ 1900 Prairie 
Ave., Ohicago. 

















eoienses 


ILLUSTRATED BIN LABELS AND 

card holders for malleable, cast iron 
and brass fittings. Plumbers’ Stock 
Boxes. Stop Valve Tags. Send for sam- 
ples and free booklets: “How to lay out 
Plumbers’ stock bins;” “How to label 
Plumbers’ stock bins; 7” “How to build 
shelving for stock boxes in the plumb- 
ers’ office,” and “How to equip a plumb- 
ing shop on wheels. Haddon Bin Label 
Co. Haddon Heights, N. J. 











STOP , GUESSTIMA TING” 


Avoid Errors and Omissions. 


Plumbers’ Estimate Sheets 
will SAVE Time and Money. 
100 leaves in a book—44x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 
In Business Thirty Years. Noted for Quick Service. 


The Most Reliable 


PIPE COUPLING BUYERS 
in The Country 


Write us about your surplus 
pipe couplings. 


CAPITOL MFG. &SUPPLY CO, 
550 Nicholas St., Columbus, O. 










Seats in Your Trade ‘Library 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4%x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct percen- 
tage of profit on any contract. A book 
worth many times its cost. Size, 414x% 
S50. pages. 24 tables. Cloth. Price, 








PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 5%x9% in. 132 pages. 
Cloth. Price, $1.50. 








rae AND tS engl OF SANI- 

'ARY PLUMBING. By R. M. Star- 
peak Vol. I. Contains 400 questions 
with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
latest requirements in plumbing prac- 
tice. Explains technical terms, gives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size, 5x7 in. 160 pages. 
Cloth. Price $1.50. 


A PRACTICAL MANUAL oF STEAM, 

Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 60 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 
of your heating problems. Size, 5%x 
8% in., 316 pages. Cloth. Price, $3.00 
postpaid. 





STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck. An exhaustive 
treatice on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
4 in. 406 pages, bound in cloth, Price 
3.50. 


PRACTICAL STEAM AND HOT WA- 

TER HEATING AND VENTILATING. 
By Alfred G. King. This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data, for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 368 pages, 300 detailed {llustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 




































wr t 4c an issue—you might say almost nothing, yet 


dollars worth of new ideas, news, pictures of your 
outings and conventions, and a market section 
that is saving plumbers money in all parts of the 
country. Ask yourself, can you afford not to be a 























EARL JUDD CORP. 


| JUDD TOILET SEATS 
ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 


Sold by leading jobbers everywhere 
WRIGLEY BUILDING 














CHICAGO 
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Build your repatation on LEAD! 
You can build a sttohg, enduring reputation by 


ii metal for which there is: 


S- permanent, endur 
no substitute. No other mé¢tal has the tough endurance, 
the weather resistance and elastic adjustability of lead. 


No other metal has this cdmbination of qualities so es- 
sential for pipe, plumbing fittings, roof flanges and any 


number of products nece! pl to modern living. The 
Eagle-Picher Lead Company-—Chicago, Joplin, Cincinnatt. 


EAGLE Lead Products 


Mention Domestic ENGINEERING when writing advertisers. 








